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Executive Summary 


This study of the Evaluation of Specialized Hot Mix Asphalt (HMA) Mixes for 
Massachusetts was undertaken as part of the Massachusetts Department of Transportation 
Research Program. This program is funded with Federal Highway Administration (FHWA) 
Statewide Planning and Research (SPR) funds. Through this program, applied research is 
conducted on topics of importance to the Commonwealth of Massachusetts transportation 
agencies. 


Many state transportation agencies have begun exploring and implementing the use of 
specialized types of HMA paving mixtures for their potential economic, performance and/or 
environmental benefits. The specialized asphalt mixture needs for Massachusetts were 
identified as expanded and increased use of technologies (Warm Mix Asphalt (WMA)); 
increased use of recycled materials, such as Reclaimed Asphalt Pavement (RAP), Recycled 
Asphalt Shingles (RAS) and Ground Tire Rubber (GTR); increased use of technologies and 
recycled materials in combination; and thin lifts for pavement preservation. 


The use of RAP and RAS may lead to material cost savings, GTR has been proven to 
improve the performance of asphalt mixtures, and WMA will allow for the production of 
mixtures at lower temperatures leading to environmental benefits. Even with all of the 
potential benefits, there are concerns associated with the use of these types of mixtures. 
Higher amounts of RAP and RAS in mixtures will increase the stiffness of the overall binder 
and reduce mixture workability. Additionally, WMA may negatively affect the mixture 
moisture susceptibility. 


The research presented here focuses on the development and evaluation of WMA mixtures; 
thin lift mixtures incorporating high amounts of RAP; thin lift mixtures incorporating high 
amounts of RAP and RAS; thin lifts mixtures incorporating high amounts of RAP, RAS and 
WMA technology; mixtures incorporating high amounts of RAP and GTR; and mixtures 
incorporating high amounts of RAP, GTR, and WMA technology. 


The performance of the WMA specialized mixtures were evaluated for moisture 
susceptibility using the Hamburg Wheel Tracking Device (HWTD) and dynamic modulus 
|E*| ratio (ESR). For gap graded mixtures incorporating RAP, GTR and WMA, the mixture 
performance was evaluated in terms of stiffness using the Asphalt Mixture Performance 
Tester (AMPT), moisture susceptibility/rutting using the HWTD, cracking using the Texas 
Overlay Tester (OT), fatigue cracking using the beam fatigue test, and workability using the 
Asphalt Workability Device (AWD). For thin lift pavement preservation mixtures 
incorporating RAP, RAS and WMA, the mixture performance was evaluated in terms of 
stiffness using the AMPT, moisture susceptibility/rutting using the HWTD, cracking using 
the Texas OT, and thermal cracking using the Asphalt Concrete Cracking Device (ACCD). 


The performance evaluation of WMA mixtures indicated that the mixture aging time and 


temperature had a significant effect on the moisture susceptibility performance. Generally, 
moisture susceptibility performance improved as the aging time and temperature increased. 


vii 


Additionally, WMA mixture moisture susceptibility performance may be improved with the 
addition of anti-strip additives. 


For the gap graded mixtures incorporating up to 40% RAP, GTR and WMA, the data 
indicated that the addition of RAP increased the mixture stiffness. This increase in stiffness 
could be mitigated through the use of the WMA technology and corresponding reduced aging 
temperatures. Fatigue tests indicated that the resistance of the mixtures to fatigue cracking 
decreased with the incorporation of higher amounts of RAP, regardless of whether WMA 
technology was included. A similar trend held true for the reflective cracking susceptibility 
of these mixtures. As the amount of RAP incorporated into the mixture increased, there was a 
corresponding decrease in mixture workability. The addition of WMA greatly improved the 
workability of the mixtures with RAP to a level similar to that of the control mixture. The 
addition of RAP and/or WMA did not negatively impact the moisture susceptibility or rutting 
of the mixture. 


For the thin lift mixtures incorporating up to 40% RAP, 5% RAS and WMA, the data 
indicated that the addition of RAP or RAS increased the mixture stiffness. The stiffness 
increase was significant for the 40% RAP and 35% RAP + 5% RAS mixtures with and 
without WMA technology. Generally, mixtures incorporating the WMA technology showed 
lower dynamic modulus values than the mixtures without the technology. This was likely 
due to reduced mixing and compaction (aging) temperatures. Reflective cracking results 
indicated that mixtures incorporating the RAP and/or RAS had reduced reflective cracking 
resistance as compared to the control. The addition of the WMA technology increased the 
reflective cracking resistance of the mixtures, but not to the same level as the control mixture 
with the WMA technology. Low temperature cracking resistance test results indicated that 
the addition of RAP, RAS and/or WMA technology did not have a negative impact on the 
low temperature performance. The addition of RAP and/or RAS to the mixture showed 
improved moisture susceptibility relative to the control mixtures. 


Overall, the study data indicated that the use of sustainable material and new technologies in 
specialized mixtures is viable. However, further study is needed to address the reduction in 
the cracking resistance of the mixtures that incorporate higher amounts of the sustainable 
materials. 


Finally, based on the data and analysis, a testing protocol was developed to evaluate WMA 
mixtures in Massachusetts. Additionally, a pilot performance-based specification was 
developed for a sustainable thin lift asphalt mixture that incorporates RAP, RAS, and WMA. 
This mixture can be used as a pavement preservation/minor rehabilitation strategy in the state 
of Massachusetts. 


vili 


Table of Contents 


Technical Report DOCUME NE Pape viscsssis cca ccsiacescatt sseusiveicavcianscvassdasaveishsentetdeicavtinidevistideeayecshienate i 
ACKNO WIE SE MIE IIS sie ises eh cctsiscencesecasnie iavaectccue en eahucaaw ie canaanineduatenchaiueehantmasaviudiniesnataaeuadcaisanvibcaaeaneadian Vv 
DOTS CUAV ITA GE caieite teed suawtsaicacennt avid cacedeawts innwtv caaaaeditd dutendnssacasvastanenetialie dh Gaueita va suche taslae eu Garena taaanaaatieadt v 
EXC CUUCLY ©: SUMMARY soa sa cictcce caw caate re cesead auetstacd ance anaeenith taua Seceesaiasttenncaawceuandeudhnanacatendennadiaeaarieans vii 
Table: Of COMUECMIUS sis sccssisscicssiceseisnssesacstiaacrssivestenitunsstensuavevelisicessnsnibes sees ecausteuesslitudvuecestun'edaneteaensind ix 
LESt OF TAGS sctvesssissscssceniedcdscvsticsdenvancalsaiesssalvasanit cal dtsindaavavdasusa cust dansatidavnldasuieenddtaidanetidavvedadleensiitas xi 
MEPS COE PU UT SS etches tse w sa unedaant taeda dence ta ah dated thee tea decease teen tea danwdanide xiii 
MPS COR ACK OY TINS ies costes chests careers wat ceabcostoesbend est tdunwniuenctamtatedunaiusles taut dvamidconteasthedeiwtastd damideaesnatiede XV 
MO DRG LUCE GED site Fas caesata ved lt ce ceisler wt hae eaten cece cdc scan chaecach seo 1 
2.0 Specialized Mixture Types Identified for Evaluation..........ccccseeseeeeeeeeeee 3 
ZL Warm: Mix AS plial t svicccsccecsencectccccentecsctcecsseaseitecceuscncvac arts dececeencoetceite ceencectonedsstecvtetectdeniuti dcueseveceeeenderss 3 
2.2 Mixtures Incorporating Asphalt Rubber, High RAP, and/or WMA Technology 
[Asphalt Rubber Gap Graded Mixtures] ......:ssssssssssssenesssssssssssssessnaesesnseseseeeeseseeseseseseeeeneaeneneseseseeens 4 
2.3 Mixtures Incorporating High RAP, RAS and/or WMA Technology [Thin Lift Mixtures 
for Pavement PreServatiOn] «....sssssssssssssesessssssesseseseeeeeeeeseseseseeeeenenenenseeesesesenenenauanaeaeaeeeseseseaseeseseeeeeees 6 
2.3.1 Reclaimed Asphalt Pavement (RAP) in HMA Lu... eeesseesesssecsteeseeeteesteeneesteesteseentesneesteeatenteenteneeaies 7 
2.3.2 Recycled Asphalt Shingles (RAS) inh HMA uu. eseessessesssesssecsteseeseeeseesteeneeseeatesaeentesseesteeaeenteeneeatenaees 7 
2.3.3 Benefits of High RAP Content, RAS, and WMA in Thin Lift Overlay Mixture.............. 8 
3.0 Experimental Methodology wiciiessiscsssirscssisencsveniienessadssccsarssesessasaassvecsinecssiansscseennreseascinausiians 9 
3.1 Effect of Temperature & Time on the Moisture Susceptibility of WMA Mixtures... 9 
3.2 Performance Characteristics of Asphalt Rubber Gap Graded Mixtures with RAP 
ATA / OF WMA 2 sasscdan sees ccate ve se tSucce cnet vnscarutceseceosestutvbsaccudeceusnetsidscadecuseotcyuseedechtasucsaylsescvoetsccteseckeasevcasvecavetess 11 
3.3 Thin Lift Mixtures with High RAP, RAS, and/or WMA for Pavement Preservation . 13 
4.0: Materials: &. Mixture: D@S1G 00 ss isidivissisiecssecassdstedsuacancvsvibcadacsearecaiei sandsunsodusessanciesnectousisvanatiiee 15 
4.1 Effect of Temperature & Time on the Moisture Susceptibility of WMA Mixtures.... 15 
A117 Bind eP wiisinicieivationn adn aad lanai wid ahi aed Masala bialniddieainind 15 
A N2, NGBTEC ALCS Rites at a a ot ee Pe el ee ae Gea ees 15 
4.1.3: Anti-Strip ping Additives ists ieee ral eens vies e endear esa nes 16 
AA :4> MIXtUNE: DESION waisccsteseecacHeraschdeisaiecdectetaudattaig ast taheacadigtdtaiiniahitdalaniidtiindngaahiaahayahiieae 16 
4.2 Performance Characteristics of Asphalt Rubber Gap Graded Mixtures with RAP 
AN / OF WMA asec cicdi cent cases cece icencaceccnectctccencuduastedueaececdenctec oe ie wedcdevetedovtseesduducttecsdsavustsdendtedductdsivevedteecivivene 18 
4.2.1 Asphalt Rubber Binder ou... ceseeseesesssssssessesseesseceeseesseesseeseesseeneesseeseecaeensesseeseeatesseeneesseesneeaeenteeneesaas 18 
4.2.2 Warm Mix Asphalt Technology ......csesssesssesessesseecstesseestesstestecseesneestecseestesseeseeatesseeneesseesteeatenteeneesaas 18 
4.2.3 Aggregates and Reclaimed Asphalt Pavement... cescessssesessesseeseesstesseeseeetesteeneeseesteseentenneesass 18 
4.3 Thin Lift Mixtures with High RAP, RAS, and/or WMA for Pavement Preservation. 21 
4:3: Asphalt Binder aiissn te tdnidachaiahuhrsauiatusaiusis aiaiinaneaiiaie aniaslaaueaaiare 21 
4.3.2 Warm Mix Asphalt Technology uu... cesssesesssessssssesstesseesseesteeneesseeseecseensesneeseeseesueensesueesneeaeeneeeneesneeaneeae 21 
4:3.3 Aggregates, RAP and RAS. iiwiiiascstideeaaiieenlai ica ean ian inde eeusiweneniiniins 21 
4.3.4 Thin Lift Mixture Design oo... eseesesssesssesssesssesecseesseeseeeseesecneesseeseesseeseesneeseeseesseeneesseestesaeesteeneesneeaeese 22 


4.3.5 Thin Lift Mixture Percent Binder Replacement... cessesssesssecsseseeseesseeseecneesseeseesseenteeneeseeateeee 24 


5.0 Evaluation of Mixture Performan Ce. .....csseseeeeieereeererseneneneeeeeeeeneeeneneeeneeeeeeeees 27 
5.1 Effect of Temperature & Time on the Moisture Susceptibility of WMA Mixtures... 27 
5.1.1 Moisture Susceptibility - Hamburg Wheel Tracking Device (HWTD) 


5.1.2 Dynamic Modulus |E*| Ratio u...eecesessessseessesseessesseeseesseeseestecseeasesseeseesseeaseensesseesneeateateeneeseesteeaeensens 
5.2 Performance Characteristics of Asphalt Rubber Gap Graded Mixtures with RAP 
AUT JOT WMA scsoisie cect ccca cette ccectecectan ci cuzastsieuedecedencarte degectreduensuitc icenthckueedeute casi dedeucntd efeeieruinedentuetuviecueeueses 34 
5.2.1 Stiffness = Dynamic: MOdUlUS iis ciiicce ine erinne adie tiene ansiacaindeneieeiisiideeeteriienes 34 
5.2.2 Fatigue Cracking - Four Point Flexural Beam Fatigue Tests ......e.eessesssssesssteesteseeseeeteees 37 
5.2.3 Reflective Crack Testing - Overlay TeSt .....e.sesssessesssssstessesseessesecseesneesteesteseeneesseestesseenteeneeaneeseete 38 
5.2.4 Moisture Susceptibility & Rutting - Hamburg Wheel Tracking Device (HWTD)........... 40 
5.2.5 Mixture Workability - Asphalt Workability Device (AWD) .....eeseesteesesteeseeestesneesteeteeteentens 41 
5.3 Thin Lift Mixtures with High RAP, RAS, and/or WMA for Pavement Preservation . 42 
5.3.1 Stiffness - Dynamic MOCUIUS ...eceesesseeseeseecseesstecseeseesneesseeseecsecatesseestesseeaeeneesseeseesaeeateateesneeseeeaeensees 42 
5.3.2 Reflective Crack Testing - Overlay TeSt ......eseessessesssessssssseesstesseestesstestecnteseesseseenteeneeseesteeneenens 44 
5.3.3 Low Temperature Cracking Resistance - Asphalt Concrete Cracking Device (ACCD).46 
5.3.4 Moisture Susceptibility Testing - Hamburg Wheel Tracking Device (HWTD)............... 47 
5.3.5 Extracted Binder Performance Grade «oss sessesssesseesseessneesstesseesssessseerseessneesneessteeneenseessnesseersersneess 48 
6.0 Pilot Specifications/Protocols Developed Based on the Research... 51 
6.1 Superpave 9.5 mm Green Sustainable High Performance Thin Overlay 
(GSHPTHINOL) Specification ........cssesssseseseseeeeeesesssseeeeeseeneneesseeseseeesananaeacaeeeeeeeseeesneeseseseseeeeneaeneseseseees 51 
6.2 Sampling and Testing Protocols for Warm Mix Asphalt Mixtures in Massachusetts 
Sociale usaiauesiat how cnuuanza hed auccthecatinaiet ai cusivtaaisuasbedadavutnvan donesiassabaneaaiseanc uu twadhsled audit sctsus suse swiadeian sie nhatisitaniuads sate 51 
750: DISCUSSION: OF RESUNUS wisisnaissnccsoscsbedscduderenssaisesnadtearaneesaveiusdsstecsesuesslsbacie cussssecsdinarsnssuoucidadeeciels 53 


7.1 Effect of Temperature & Time on the Moisture Susceptibility of WMA Mixtures.... 53 
7.2 Performance Characteristics of Asphalt Rubber Gap Graded (ARGG) Mixtures with 


RAP arid) On WMA Lie occse is osc titsccen atc sec cca nak et cectnn ccc nd hee Red cmentinc ea cencteapchedonenbdacvecndietue inuvien agence 53 
7.3 Thin Lift Mixtures with High RAP, RAS, and/or WMA for Pavement Preservation. 55 
G0 REPETEN CES wisciciecssceniiecceiincccctanalecatawnascceuaacteainecadeinsdaneribaiwesanstustieinan dieeleuerniniesteanceecaniuaanii 57 
9.0 A pPeniGiCe Si ccssisesissieeisavesissecessancensnsieaccsvinavevsssceasaasennncrdadvadidusntuassnasssiieenuceseuanuneduaduasstiveseuiesas 63 
9.1 Superpave 9.5 mm Green Sustainable High Performance Thin Overlay 
(GSHPTHINOL) Specification .........ccssssssseseseeeseeeesssssseeeeeeneneneecseecesesesenananaeaeaeeeeeeeeesnseseseseseeeeneaeneeeeesenes 63 
9.2 Sampling and Testing Protocols for Warm Mix Asphalt Mixtures in Massachusetts 
ii rata eakacaboku tame cir iu cusalcueTomeuetea cut eahuct oltciia alse einai aio aubucevas Oates orutinaa Deuanatiauntiuasttaald 68 


List of Tables 


TABLE 1: WMA AVERAGE AGGREGATE STOCKPILE PROPERTIES ju... esccsssssssessseesstesssessessstesseessessstessneesscassneesene 
TABLE 2: WMA MIXTURE GRADATION AND COMBINED AGGREGATE PROPERTIES oo... ccesscesseesstessstessenesene 
TABLE 3: WMA 9.5 MM SUPERPAVE MIXTURE PROPERTIES AT NDESIGN. .....csessssesssseeeen 
TABLE 4: ARGG AVERAGE VIRGIN AGGREGATE AND RAP STOCKPILE PROPERTIES... 
TABLE 5: ARGG MIXTURE GRADATIONS AND COMBINED AGGREGATE PROPERTIES. oe 
TABLE 6: ARGG MIXTURE PROPERTIES... cccccssscssstessssessssessessssessssesssessssesseesssessssessnesssassaeesssessaeessuesssuessaeessaessseessueesanassneesnse 
TABLE 7: THIN LIFT AVERAGE VIRGIN AGGREGATE, RAP AND RAS STOCKPILE PROPERTIES... css 22 
TABLE 8: THIN LIFT MIXTURE GRADATIONS ounces ccessseestessscessnssssessseesssesssteeseessessstessesssassnuessueessassaeessnessaeas 
TABLE 9: THIN LIFT MIXTURES VOLUMETRIC PROPERTIES 
TABLE 10: THIN LIFT MIXTURES PERCENT BINDER REPLACEMENT FOR EACH MIXTURE 
TABLE 11: WMA HWTD STRIPPING INFLECTION POINTS - 2 HOUR AGING 
TABLE 12: WMA HWTD STRIPPING INFLECTION POINTS - 4 HOUR AGING 
TABLE 13: WMA HWTD STRIPPING INFLECTION POINTS - 8 HOUR AGING 
TABLE 14: WMA DYNAMIC MODULUS DATA FOR 129°C (265°F) AGING... 
TABLE 15: WMA DYNAMIC MODULUS DATA FOR 113°C (235°F) AGING........ es se 
TABLE 16: ARGG FOUR POINT BENDING BEAM FATIGUE TEST RESULTS... ness cesssessstessneessessstessmesssassanssene 
TABLE 17: ARGG OVERLAY TEST RESULTS.......sssssssssssssssssssssnsssseesstessessssnsssteessusssaessansssseessaesssnessnteeneeesseesasesauessaussaneesseessan 
TABLE 18: ARGG MOISTURE SUSCEPTIBILITY AND RUTTING HWTD TEST RESULTS... 
TABLE 19: THIN LIFT OVERLAY TESTS RESULTS... 
TABLE 20: THIN LIFT ACCD TEST RESULTS... the ss 
TABLE 21: THIN LIFT HWTD TESTS RESULTS won cesceesssessessstesseessesssuessmeessessseessseesseesssussssessaeessaesssuesseesaassneesase 
TABLE 22: EXTRACTED BINDER GRADING RESULTS... ue cssessseesssesssesssesssnessssessseesssessseessaussstessaeessnessstesseesaassneesene 
TABLE 23: SUPERPAVE SOURCE PROPERTY REQUIREMENTS... 
TABLE 24: MIXTURE REQUIREMENTS FOR A GSHPTHINOL......... 
TABLE 25: MIXTURE A (NO RAP) ..eeesssesssssssssssesssseesssseessseessnteessnseersneersnseeten 
TABLE 26: MIXTURE B (IF RAP IS INCLUDED IN THE MIXTURE) 
TABLE 27: REQUIRED: RAP ‘TESTIN Grissccisscciscsansssacencinssiorsuccuincssusctsensascconsnnheatsuptblannudésssspacsoctticunssaanssplbdasnt side sapsoiuctunl diatucutsdad 
TABLE 28: AGGREGATE STOCKPILE TESTS... scessscsssessssessessessssesseesssesssssssmeessesssussssessaeassausssuessaeessaessseesseesauassnuesase 
TABLE 29: BINDER TESTS FOR VIRGIN, MIXED (VIRGIN + WMA ADDITIVE) AND EXTRACTED MIXTURE 
INDE Rates scccessa ster ttoec seats cPavcaen tecclaaa ssc eda else ete tet cat toc ct cla teclae acc attatcca cet ce ttc cate tea cag 70 


xi 


This page left intentionally blank. 


xii 


List of Figures 


FIGURE 1: EXPERIMENTAL PLAN TO DETERMINE THE EFFECT OF TEMPERATURE AND TIME ON THE 


MOISTURE SUSCEPTIBILITY OF WMA MIXTURES... ccscscsstssssessssesssessessstessieessesssesssnesssiessaeesssessaeassnnessteesueessnesss 10 
FIGURE 2: EXPERIMENTAL PLAN TO DETERMINE THE PERFORMANCE CHARACTERISTICS OF ASPHALT 

RUBBER GAP GRADED MIXTURES WITH RAP AND/OR WMA.....cssssssssssssssssssssssssssesssnseessneersneersnseersnseersneesanse 12 
FIGURE 3: EXPERIMENTAL PLAN FOR EVALUATING THIN LIFT MIXTURES WITH HIGH RAP, RAS, 

AND/OR WMA FOR PAVEMENT PRESERVATION ...sssssssssssssssssssesssseesssseesssseesssseesssesssseensssearsnseassnseansnsearsnseersnseessass 14 
FIGURE 4: OUTPUT OF HWTD TESTING wu. cccsssssssssesssessssessseesssessscessseesssessssssssessssussseessseessnesssuessesssuassauessseessesssnusssuesssees sassy 28 
FIGURE 5: ARGG DYNAMIC MODULUS COMPARISON - ALL MIXTURES (20°C REFERENCE 

TEMPERATURE) ‘ssvsectivsccscossiscbsaupctcstesvescecatsstasaczeutectuscntessusetductercnce vies ast atest aceve sau apy atocossbepcopetasstaobdecchcaistaadytdeter ities 35 
FIGURE 6: ARGG MIXTURE MASTER CURVE COMPARISON - WMA TECHNOLOGY MIXTURES (20°C 

REFERENCE TEMPERATURE) 'csisicsccsc sss coataslsdeecee coe sass iuattSicacersecccbdvatc ten te betd apy tv as tasenoasecbucasviubdepudatedesctebuasa datatraate 36 
FIGURE 7: ARGG MIXTURE MASTER CURVE COMPARISON - MIXTURES WITHOUT WMA TECHNOLOGY 

(20°C. REFERENCE: TEMPERATURE) ‘iscscissuscusciacvsccctusancuetnctascersatseeStence cate tueett da cesesusatecalncbancotpesshcobasbsnsenesuthecluancedienttinc 
FIGURE 8: SPECIMEN SETUP IN OVERLAY TEST (OT) DEVICE... the te 
FIGURE 9: ARGG WORKABILITY TEST RESULTS... cessscesseesstessstessseessmessseessanssstessaeesssasaes 


FIGURE 10: DYNAMIC MODULUS COMPARISON - THIN LIFT CONTROL & 40% RAP a 
FIGURE 11: DYNAMIC MODULUS COMPARISON - THIN LIFT CONTROL & 35% RAP + 5% RAS wees 43 
FIGURE 12: DYNAMIC MODULUS COMPARISON - THIN LIFT CONTROL + 5% RAS....eesseesssstsssssstesssneesssnteersnteeees 44 


xili 


This page left intentionally blank. 


Xiv 


AASHTO 
ACCD 
ADOT 
AMPT 
AR 
ARGG 
ASTM 
AWD 
DOT 
EOT 
ESALs 
ESR 
FHWA 
GSHPThinOL 
GTR 
HMA 
HSRC 
HWTD 
LVDT 
MassDOT 
NMAS 


List of Acronyms 


American Association of State Highway and Transportation Officials 
Asphalt Concrete Cracking Device 

Arizona Department of Transportation 
Asphalt Mixture Performance Tester 
Asphalt Rubber 

Asphalt Rubber Gap Graded 

American Society for Testing and Materials 
Asphalt Workability Device 

Department of Transportation 

Executive Office of Transportation 
Equivalent Single Axle Loads 

Dynamic Modulus |E*| Stiffness Ratio 
Federal Highway Administration 

Green Sustainable High Performance Thin Overlay 
Ground Tire Rubber 

Hot Mix Asphalt 

Highway Sustainability Research Center 
Hamburg Wheel Tracking Device 

Linear Variable Differential Transducer 
Massachusetts Department of Transportation 
Nominal Maximum Aggregate Size 

Open Graded Friction Course 

Overlay Tester 

Performance Grade 

Polymer Modified Asphalt 

Reclaimed Asphalt Pavement 

Recycled Asphalt Shingle 

Reflective Crack Relief Interlayers 
Superpave Gyratory Compactor 

Stripping Inflection Point 

Stone Matrix Asphalt 

Statewide Planning and Research 

Tensile Strength Ratio 

Texas Department of Transportation 

Voids Filled with Asphalt 

Voids in Mineral Aggregate 

Warm Mix Asphalt 


XV 


This page left intentionally blank. 


Xvi 


1.0 Introduction 


This study of the Evaluation of Specialized Hot Mix Asphalt (HMA) Mixes for 
Massachusetts was undertaken as part of the Massachusetts Department of Transportation 
(MassDOT) Research Program. This program is funded with Federal Highway 
Administration (FHWA) Statewide Planning and Research (SPR) funds. Through this 
program, applied research is conducted on topics of importance to the Commonwealth of 
Massachusetts transportation agencies. 


Throughout the United States many state Department of Transportation (DOT) agencies have 
begun exploring and implementing the use of specialized types of Hot Mix Asphalt (HMA) 
paving mixtures, including: Warm Mix Asphalt (WMA) mixtures, high percentage 
Reclaimed Asphalt Pavement (RAP) mixtures, mixtures incorporating Recycled Asphalt 
Shingles (RAS), Asphalt Rubber Gap Graded (ARGG) mixtures incorporating Ground Tire 
Rubber (GTR) from waste tires, Stone Matrix Asphalt (SMA), Open Graded Friction Course 
(OGFC), Polymer Modified Asphalt (PMA) mixtures, Superpave, and Reflective Crack 
Relief Interlayers (RCRL) (1,2,3,4,5,6). Each of these specialized mixtures has unique 
design and testing considerations that must be taken into account in order for the mixture to 
perform acceptably in the field. 


Prior to this study, Massachusetts had limited experience with the use of specialized 
mixtures. MassDOT has previously placed SMA and OGFC mixtures, and has placed 
mixtures with PMA on trial projects, with mix designs based on specifications developed by 
Rhode Island. Since 2000, MassDOT has had numerous projects involving the design and 
placement of Superpave mixes. MassDOT has an RCRL mixture placed on an experimental 
basis for use on Interstate 495 (I-495), Southbound. In 2005, MassDOT placed the first 
WMA mixture in the state on I-95 between Danvers and Rowley, Massachusetts. Generally, 
the experience with developing and placing these specialized mixtures indicated that issues 
will arise during mixture design development and construction. Hence, it became critical to 
design these mixes according to the latest standards and to use the experience of other states 
that have placed similar mixtures. Many of the mixtures used on trial projects in 
Massachusetts were developed under older specifications that have since been revised based 
on industry experience throughout the country. 


Successful mixture design development of certain types of specialized mixes have the 
potential to provide benefits for Massachusetts, including: extension of the construction 
season, reduction in field paving visible emissions, increased use of waste materials (RAP, 
RAS, and rubber), increased cost savings through recycling, and increased mixture field 
performance. 


Therefore, the goals of this research included the following: 1) to identify the paving mixture 
performance needs of Massachusetts (better cracking resistance, fatigue resistance, reflective 
crack mitigation, etc.), 2) to identify and select the specialized mixtures that have 
applications relevant to the performance needs of Massachusetts, 3) to develop gradation and 
mixture designs for each specialized mix according to the most recent available 
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specifications, and 4) to evaluate the performance of the specialized mixtures in the 
laboratory, in terms of moisture susceptibility, rutting, reflective cracking, fatigue cracking, 
thermal cracking, and workability. 


2.0 Specialized Mixture Types Identified for 
Evaluation 


The specialized mixture needs of Massachusetts were evaluated with regard to preventing or 
mitigating certain distresses and/or for exploration of new technologies. Representatives of 
agencies related to pavement and roadways falling under the jurisdiction of MassDOT were 
contacted for their input on the specialized mixture needs of Massachusetts. Based on these 
discussions, the specialized asphalt mixture needs for Massachusetts were identified as 
expanded and increased use of technologies (WMA); increased use of recycled materials, 
such as RAP, RAS and GTR; increased use of technologies and recycled materials in 
combination; and thin lifts for pavement preservation. Accordingly, the research presented 
here focuses on the development and evaluation of WMA mixtures; thin lift mixtures 
incorporating high amounts of RAP; thin lift mixtures incorporating high amounts of RAP 
and RAS; thin lift mixtures incorporating high amounts of RAP, RAS and WMA technology; 
mixtures incorporating high amounts of RAP and rubber; and mixtures incorporating high 
amounts of RAP, rubber, and WMA technology. 


2.1 Warm Mix Asphalt 


The term WMA generally refers to asphalt mixtures produced and paved at lower 
temperatures than conventional HMA. WMA mixtures can be produced by means of various 
technologies including several proprietary products and processes. These technologies 
include foaming (moisture-based) agents, wax-based additives, emulsion-based products and 
surfactants. 


WMA mixtures have reduced production and paving temperatures; therefore, they have 
significant benefits, such as reduced emissions and odors, decreased energy consumption for 
production and improved environmental working conditions at plants and paving sites. 
Lower production temperatures also yield a mixture with less oxidative hardening, which can 
reduce its cracking susceptibility. Additionally, the use of WMA technologies may improve 
the workability and compatibility of polymer modified asphalt mixtures (7, 8). The current 
methodology to improve the workability and compactibility of these types of mixtures is to 
increase the mixing and compaction temperatures. This action can lead to increased aging of 
the binder (which may reduce the cracking resistance of the mixture) and increased emissions 
at the plant and in the field. Therefore, the addition of a WMA technology allows for 
improved workability and compactibility without increasing mixture temperatures (8). 


Because of limited long-term field performance data with WMA mixtures in the United 
States, concerns associated with the use of WMA technologies have been identified and will 
require further investigation. Currently, the main concern is the effect of WMA technologies 
on the moisture susceptibility of asphalt mixtures. This concern is primarily based on the 
fact that WMA mixtures are produced at lower temperatures, which could lead to the 
possibility of inadequate drying of aggregates. Furthermore, some WMA technologies 
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introduce water into the mixture to increase its workability. Aggregates that are not 
sufficiently dried and/or the introduction of water into the mixture can adversely impact the 
adhesion between the aggregates and the asphalt binder. Poor adhesion at the aggregate to 
binder interface can lead to moisture damage. 


For field projects placed in the United States, there is no reported evidence of moisture- 
related distresses due to the use of WMA technologies. However, some WMA mixtures have 
failed in the laboratory using standardized tests, such as the American Association of State 
Highway and Transportation Officials (AASHTO) T283 “Resistance of Compacted Hot Mix 
Asphalt (HMA) to Moisture-Induced Damage” and AASHTO T324 “Hamburg Wheel-Track 
Testing of Compacted Hot-Mix Asphalt (HMA)” (9,10,11). One of the reasons for the 
discrepancy between laboratory and field results could be related to the methods used in the 
laboratory to age WMA mixtures. Because these mixtures are produced at lower 
temperatures and therefore exhibit less stiffness than conventional HMA mixtures, it is 
plausible that WMA mixtures may need to be aged longer to attain the in-situ stiffness that is 
reached in the field. 


The focus in this study was to measure the effect of aging time and temperature on the 
moisture susceptibility of different WMA mixtures using the Hamburg Wheel Tracking 
Device (HWTD) and dynamic modulus |E*| stiffness ratio (ESR). The HWTD testing was 
included in this study because it is one of the tests that some states utilize as a mixture 
acceptance criterion in their specification. The HWTD is conducted on specimens 
submerged under water and it is believed to assess the mechanical effects of water (i.e., pore 
pressure, water flow) on asphalt mixtures. The ESR was used to evaluate the effect of 
moisture on reduction in stiffness, which could occur due to reduction of binder cohesive 
strength and loss of some of the adhesive bonds in the mixture due to moisture conditioning. 


2.2 Mixtures Incorporating Asphalt Rubber, 
High RAP, and/or WMA Technology 
[Asphalt Rubber Gap Graded Mixtures] 


The HMA industry is constantly seeking technological improvements to produce sustainable, 
cost effective, and environmentally friendly mixes. A logical approach to achieve such 
mixtures is to use readily available recycled materials like RAP and GTR (12). Also, to 
advance environmental stewardship, the industry has been using WMA technologies that 
allow for the production of asphalt mixtures at temperatures in the range of 17° to 54°C (30° 
to 100°F) lower than typical HMA. 


RAP is comprised of aggregates and asphalt binder from HMA mixtures that have been 
removed and reclaimed from an existing pavement. The aggregates in the RAP are coated 
with aged (oxidized) asphalt binder. RAP has been used successfully in surface HMA 
mixtures since the 1970’s at around 20%. A concern associated with the use of higher RAP 
content is that the resultant mixture might become too stiff and consequently might be prone 
to failures in the field (13, 14, 15). The increased stiffness is due to the aged binder in the 


RAP. In mixtures with higher amounts of RAP, blending of the RAP and virgin binders will 
result in a binder that is stiffer than the virgin binder used for production. Softer asphalt 
binders or rejuvenating additives can be used to counteract the stiffness of the RAP binder, 
thus enabling the use of higher percentages of RAP in HMA. It has been documented that 
rejuvenating agents can be carried by GTR, because of its absorptive properties, to revitalize 
the properties of the RAP binder (12). 


GTR is recycled tire rubber, which has been ground into very small particles and used as an 
asphalt modifier. GTR is introduced into HMA mixtures through a wet or a dry process. A 
wet process refers to blending the GTR with the liquid asphalt at elevated temperatures. A 
dry process refers to mixing GTR rubber into the mixture as a small part of the aggregate or 
filler rather than blending the rubber with the liquid asphalt. The results of modifying asphalt 
binders with GTR using a wet process is rubberized asphalt or asphalt rubber (AR). 
Rubberized asphalt is a term applied to rubber-modified asphalt with less than 15% by total 
weight of the liquid asphalt. AR is defined by the American Society for Testing and 
Materials (ASTM) Specification D 6114-97 as “a blend of paving grade asphalt cements, 
GTR and other additives, as needed, for use as binder in pavement construction.” The rubber 
shall be blended and interacted in the hot asphalt cement sufficiently to cause swelling of the 
rubber particles prior to use. It has been found that at least 15% GTR by weight of the total 
blend is usually necessary to provide acceptable properties of asphalt rubber (16). Asphalt 
rubber is typically used when designing a gap-graded HMA and requires a higher amount of 
asphalt binder than a dense graded mix. Because of the high binder content, asphalt rubber 
gap-graded mixtures have several positive qualities, such as improved fatigue cracking 
resistance, improved ability to retard reflective cracking, resistance to aging and oxidization 
resistance, resistance to surface-initiated cracking and resistance to rutting due to a higher 
viscosity and softening point (17, 18). 


The term WMA refers to mixtures that are produced and placed at significantly lower 
temperatures than conventional HMA mixtures. WMA mixtures can be produced by means 
of various technologies such as foaming, emulsion-based products, moisture-based agents, 
wax-based additives and surfactants (19). The lower production and placement temperatures 
provide several benefits, such as reduced emissions and odors, decreased energy 
consumption for production and improved environmental working conditions at plants and 
paving sites (19). Additionally, WMA has been reported to improve the workability of high 
RAP content asphalt mixtures. 


Designing a gap-graded asphalt rubber surface mixture with high RAP content (greater than 
20%) and WMA would meet the goal of producing a sustainable, cost effective and 
environmentally friendly mixture. However, because the high amount of RAP will introduce 
a high amount of aged RAP binder into the mixture, the performance qualities of such 
mixtures should be evaluated to confirm that RAP binder did not negatively impact the 
performance of the mixture. 


The research study presented herein focused on developing and evaluating the performance 
of asphalt rubber surface mixtures with RAP content up to 40%, with and without the use of 
a WMA technology. The effect of higher RAP content and WMA on the performance of the 


mixture, in terms of stiffness, cracking, rutting and moisture susceptibility, were measured. 
Because the high RAP content utilized may lead to a mixture with increased stiffness and a 
corresponding reduction in compactibility, the workability and potential workability 
improvements resulting from the use of a WMA technology were also evaluated. 


2.3 Mixtures Incorporating High RAP, RAS 
and/or WMA Technology [Thin Lift 
Mixtures for Pavement Preservation] 


Thin lift HMA overlays are quickly becoming an integral component of the ‘pavement 
preservation toolbox’ as noted by the FHWA, Foundation for Pavement Preservation and 
other groups (20). These overlays are typically placed at a thickness of 1 to 1.5 inches. They 
seal the pavement, reduce the rate of pavement deterioration, correct surface deficiencies, 
reduce permeability, correct rutting and improve ride quality (21). Because other pavement 
preservation strategies (surface treatments) do not improve ride quality (20), thin lift overlays 
are becoming an appealing pavement preservation strategy alternative. 


Even though they are becoming more appealing, thin lift overlays are reported to have a 
higher initial cost than other pavement preservation strategies. The higher initial cost can be 
offset by using larger amounts of recycled materials, including RAP and RAS. These 
materials are incorporated into HMA because they contain asphalt binder and aggregates, 
which can substitute for a portion of the virgin materials needed to produce new HMA 
mixtures. Because of their lower associated costs as compared to virgin asphalt binder and 
aggregates, the use of recycled materials can decrease the cost for new HMA mixtures, as is 
the case for mixtures incorporating higher RAP content (22). These cost reductions have the 
potential to make thin lift overlays a more economically appealing pavement preservation 
strategy alternative. 


For many years, RAP has been utilized in HMA mixtures at percentages generally less than 
20%, while RAS content has tended to be less than 5%. The addition of these materials at 
higher percentages can significantly affect the performance of the HMA mixture. RAP and 
RAS contain a significant portion of aged asphalt binder, which is much stiffer than a virgin 
binder. Therefore, a large amount of the aged binder will be introduced into the HMA 
mixture. As previous research has suggested, the aged and virgin binders will mix (blend) to 
some extent, changing the properties of the mixture (7, 13, 22, 23, 24, 25). Mixtures 
incorporating higher amounts of RAP and/or RAS will have higher mixture and binder 
stiffness due to the mixing of the aged and virgin binders. This increased stiffness can be a 
benefit and detriment to the mixture at the same time. Increased mixture stiffness tends to 
lead to a more rut resistant mixture at higher temperatures. However, the same mixture at 
intermediate and low temperatures may be more susceptible to cracking. Additionally, 
increased mixture stiffness may lead to less workable mixtures. Therefore, difficulties in 
handling, placement and compaction may arise. In all, the effects on the mixture performance 
may be less pronounced when smaller amounts of RAP and/or RAS are utilized. 


Recently, technologies have been introduced that may help improve performance of mixtures 
incorporating larger amounts of recycled materials and concurrently make them more 
environmentally friendly. These technologies, known as WMA technologies, permit 
production and placement of HMA mixtures at lower temperatures than conventional 
mixtures. These temperature reductions allow for the fabrication of more environmentally 
friendly mixtures, as plant and field emissions are reduced. The lower production 
temperatures may also decrease the amount of mixture aging, thereby decreasing the mixture 
stiffness. This may lead to a mixture less prone to cracking. The use of WMA technologies 
has been proven to improve the workability of HMA mixtures (26, 27). More recently, 
WMA manufacturers claim that WMA technologies allow for more RAP to be utilized in the 
mixture. 


The research presented herein focused on designing a HMA mixture for use as a thin lift 
overlay pavement preservation strategy. A Superpave 9.5 mm mixture was designed using 
solely virgin materials and designated as the control mixture. The control mixture was then 
duplicated with a high RAP content, RAS and WMA technology on an individual and 
collective basis. The effect of RAP, RAS and WMA technology on the performance of the 
control mixture was then evaluated. The low temperature cracking, reflective cracking 
potential and mixture stiffness characteristics of each mixture were measured, as the addition 
of RAP and/or RAS may increase mixture stiffness and cracking susceptibly. Because the 
stiffness of the HMA mixtures is influenced heavily by the stiffness of the asphalt binder, the 
asphalt binder of each mixture was extracted and its Performance Grade (PG) was measured. 
Additionally, because stiffer binders are harder to peel from the aggregate, the adhesion 
properties (moisture susceptibility) of the mixture may be improved with the addition of RAP 
and/or RAS. The adhesion properties of the mixtures were evaluated by measuring moisture 
susceptibility. 


2.3.1 Reclaimed Asphalt Pavement (RAP) in HMA 


RAP is a commonly recycled material that is incorporated in the production of new HMA. It 
can be generated from full-depth removal or milling of an existing HMA layer, utilizing both 
hot and cold processes, and also from plant waste HMA materials. Currently, around 75% of 
all state standard specifications allow for at least 10% RAP in the surface course mixtures 
and greater than or equal to 10% in lower pavement lifts. With lower percentages of RAP 
(less than 20%), mixtures have been found to perform similarly to virgin mixtures. With 
higher percentages of RAP (greater than 20%), mixtures have exhibited an increased 
resistance to rutting, but decreased resistance to cracking (thermal and reflective cracking). 
This is due to the stiffening effect imparted by the aged RAP binder to the blended binder in 
the mixture. Therefore, when using higher RAP content, it is necessary to measure the 
stiffness of the mixture as well as the mixture’s resistance to reflective cracking and low 
temperature cracking. RAP has also been used as a recycled aggregate base layer, which has 
greater strength in comparison to conventional aggregate base (28). 


2.3.2 Recycled Asphalt Shingles (RAS) in HMA 


Several state agencies allow up to 5% RAS in HMA mixtures, while other states extend the 
range to 10% (29, 30). AASHTO PP35 provides suggestions to limit the addition of RAS 
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based on performance measurements of the new HMA (30). Most state agencies allow the 
RAS to be comprised of manufacturer’s scrap, with the exception of tear-off shingles. 
Depending on the source of the RAS, the asphalt content may range from 18% to 40%. 
These percentages of asphalt are much larger than those found in RAP, demonstrating that 
the use of RAS may significantly reduce the amount of virgin asphalt binder needed in new 
HMA mixtures. The permitted amount of RAS (5%) is low in comparison to the amounts 
permitted for RAP, which is due in part to the fact that the asphalt binder in the shingles is 
substantially stiffer than a typical asphalt binder used in producing HMA mixtures. This 
high stiffness binder has made agencies cautious of using RAS, as it may significantly impact 
the properties of the mixture binder (stiffness and cracking susceptibility). Consequently, 
the performance of the asphalt mixture might also be impacted. 


2.3.3 Benefits of High RAP Content, RAS, and WMA in Thin Lift Overlay Mixture 


The use of higher RAP content and RAS leads to a reduction in the amount of virgin asphalt 
binder required for HMA mixtures, resulting in reduced mixture costs. The use of RAS in 
HMA will decrease the volume of asphalt shingles being disposed of in landfill sites, which 
benefits the environment (29). The use of WMA technologies will lead to more 
environmentally friendly mixtures, as plant and field emissions are reduced. Due to the 
lower production temperatures associated with WMA, less fuel is consumed in order to heat 
the raw materials for the HMA, resulting in financial savings. Finally, WMA technologies 
may allow for the incorporation of increasing amounts of RAP into the HMA mixture, aiding 
in improving the mixture workability (7). 


3.0 Experimental Methodology 


3.1 Effect of Temperature & Time on the 
Moisture Susceptibility of WMA Mixtures 


In order to achieve the objectives of the study, an experimental plan was developed as shown 
in Figure 1. Four WMA technologies were used, including a moisture-based process 
(Advera), two wax-based technologies (Sasobit and SonneWarmix) and a chemical additive 
technology (Evotherm). The dosage rate of the Advera was 0.25% by weight of the mixture. 
The remaining technologies were dosed by the weight of binder in the mixture. 


The Sasobit dose was 1.5%, the SonneWarmix dose was 1% and the Evotherm dose was 
0.5%. To introduce the WMA technologies into the mixtures, a crater was formed in the 
heated blended aggregate and the required amount of heated binder was then added. 
Immediately following the addition of the binder, the required amount of the WMA 
technology was added to the binder and stirred until well blended. Finally, the binder and 
aggregates were mixed by hand and then subsequently mixed using a mechanical mixer. 


To measure the effect of aging temperature and aging time on the moisture characteristics of 
these WMA mixtures, loose mixtures were aged at three aging temperatures and three aging 
periods prior to compaction. Based on the binder viscosity for the control mixture, the aging 
temperature was 146°C (295°F). For the mixtures in this study, aging temperatures of 146°C 
(295°F), 129°C (265°F) and 113°C (235°F) were used. The lower aging temperatures 
represented a 17°C (30°F) and 33°C (60°F) temperature reduction from the viscosity-based 
control aging temperature. At each temperature, the mixtures were aged for three different 
periods: two, four and eight hours. The parameters measured to evaluate the moisture 
characteristics of the mixtures included Stripping Inflection Point (SIP) in the HWTD and E* 
stiffness ratio (ESR). Mixtures that failed the HWTD were modified with a liquid anti- 
stripping additive and hydrated lime, and were then retested in the HWTD. The results from 
the HWTD were used as a guide to select which mixtures should be tested further. The tests 
conducted in this study were selected to represent various methods that have been used in the 
past to assess various mechanisms and manifestations associated with moisture damage. 
These mechanisms include an increase in permanent deformation due to the mechanical 
effects of water flow on the mixture, reduction in mixture stiffness, loss of cohesive and 
adhesive bonds in the mixture, an increase in dissipated energy and reduction in resistance to 
fracture. 


Figure 1: Experimental Plan to Determine the Effect of Temperature and Time on the 
Moisture Susceptibility of WMA Mixtures 
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3.2 Performance Characteristics of Asphalt 
Rubber Gap Graded Mixtures with RAP 
and/or WMA 


In order to achieve the objectives of this study, an experimental plan was developed as shown 
in Figure 2. The plan consisted of designing a 12.5 mm Nominal Maximum Aggregate Size 
(NMAS) ARGG control mixture in accordance with Arizona Department of Transportation 
(ADOT) materials specification Section 413 “Asphaltic Concrete (Asphalt-Rubber)” (31). 
This specification was followed, as it is one of few specifications for ARGG that is being 
used by multiple state agencies. An ARGG mixture was designed without RAP, in 
conformance with this specification, and was referred to as the control mixture. The control 
mixture was then re-designed with 25% RAP and 40% RAP. The aggregate gradations 
requirements and target volumetric for the control and RAP mixtures were the same. All 
mixtures were then subsequently verified with the inclusion of a WMA technology. 


Overall, a total of six mixtures were evaluated in this study. The effect of RAP and WMA on 
the performance of the mixtures was measured in terms of stiffness, fatigue cracking, 
reflective cracking, rutting and moisture damage. Emphasis was placed on the fatigue 
cracking analysis, as the mixture durability may have been negatively impacted due to poor 
blending of the RAP and virgin binders, thus yielding mixtures with hardened aged asphalt 
binder. Also, mixtures with asphalt rubber and high RAP content may be less workable and 
more difficult to compact due to the aged binder in the RAP. It has been reported that the 
workability of such mixtures can be improved by the incorporation of a WMA technology to 
the mixture (32). Accordingly, the effect of WMA on the workability of the ARGG with 
RAP mixtures used in this study was evaluated. 
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Figure 2: Experimental Plan to Determine the Performance Characteristics of 
Asphalt Rubber Gap Graded Mixtures with RAP and/or WMA 
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3.3 Thin Lift Mixtures with High RAP, RAS, 
and/or WMA for Pavement Preservation 


In order to achieve the objectives of this study, an experimental plan was developed as shown 
in Figure 3. The plan consisted of designing a Superpave 9.5 mm control mixture, which was 
redesigned by incorporating RAP, RAS and a WMA technology both individually and 
collectively. The stiffness, low temperature cracking, reflective cracking and moisture 
susceptibility of the mixtures were measured to evaluate the effect of RAP, RAS and WMA 
on the mixture performance as compared to the control mixture. 
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Figure 3: Experimental Plan for Evaluating Thin Lift Mixtures with High RAP, 
RAS, and/or WMA for Pavement Preservation 
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4.0 Materials & Mixture Design 


4.1 Effect of Temperature & Time on the 
Moisture Susceptibility of WMA Mixtures 


4.1.1 Binder 


For this study, a PG64-22 asphalt binder from a regional supplier was utilized for all mixture 
and binder testing. This grade of binder is recommended for the temperatures in southern 
Massachusetts as determined by the LTPPBind software. The PG of the PG64-22 was 
determined in accordance with AASHTO R29 “Grading or Verifying the Performance Grade 
of an Asphalt Binder” and AASHTO M320 “Performance-Graded Asphalt Binder” (9). 
Similarly, the appropriate amount of each WMA technology was blended with the PG64-22 
and the resultant binder was subsequently graded to determine the impact of each technology 
on the PG grade. 


4.1.2 Aggregate 


The aggregates utilized for this study were from a crushed stone source in Wrentham, 
Massachusetts (Aggregate Industries). Three different aggregate stockpiles were obtained 
from the source, including 9.5 mm crushed stone, stone dust and washed sand. Each 
stockpile was tested to determine the aggregate properties in accordance with AASHTO and 
ASTM specifications (9, 16). These aggregates were then utilized to complete the mixture 
designs for this study. The results of the aggregate testing are shown in Table 1. 
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Table 1: WMA Average Aggregate Stockpile Properties 


Sieve Size 9.5 mm Stone Washed 
Stone Dust Sand 
19.0 mm 100 100 100 
12.5 mm 100 100 100 
9.5 mm O71 100 100 
4.75 mm 39.0 99.4 98.6 
2.36 mm 6.0 81.6 81.7 
1.18 mm on 56.1 96.5 
0.600 mm 27. 38.4 38.1 
0.300 mm 20 25.3 23.5 
0.150 mm 230 16.1 Lah 
0.075 mm 2.0 11.2 6.6 
Specific Gravity, G;,(AASHTO T84/T85) 2.640 2.600 2.631 
Absorption, % 0.54 0.77 0.51 
Coarse Aggregate Angularity, % (ASTM D4791) 97.0 n/a n/a 
Flat and Elongated Particles, % (ASTM D5821) 3.0) n/a n/a 
Fine Aggregate Angularity, % (AASHTO T304) n/a 47.2 47.9 
Sand Equivalent, % (AASHTO T176) n/a 73.0 90.0 


4.1.3 Anti-Stripping Additives 


For selected tests conducted during this study, two anti-stripping additives were utilized. The 
first additive was hydrated lime, which was added at a dose of 1.0% by weight of the 
aggregate, as recommended by the contractor that supplied the lime. The second additive 
was ArrMaz Custom Chemicals XL9000 chemical liquid anti-strip, which was added at a 
dose of 0.5% by weight of asphalt binder. 


4.1.4 Mixture Design 


A mixture was developed in accordance with AASHTO M323 “Superpave Volumetric Mix 
Design” and AASHTO R35 “Superpave Volumetric Design for Hot Mix Asphalt” (9). The 
mixture was designed as a coarse-graded 9.5 mm nominal maximum aggregate size 
Superpave mixture. The mixture gradation and combined aggregate properties are shown in 
Table 2. 
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Table 2; WMA Mixture Gradation and Combined Aggregate Properties 


9.5 mm 9.5 mm Superpave 

Sieve Size Mixture Specification 

Gradation Range 
12.5 mm 100 100 min. 
9.5mm 98.6 90-100 
4.75 mm 69.1 90 max. 
2.36 mm 44.0 32-67 
1.18 mm 29.8 - 
0.600 mm 20.5 - 
0.300 mm 13.5 - 
0.150 mm 8.4 - 
0.075 mm 3.0 2-10 
Coarse Aggregate Angularity, % (ASTM D4791) 97.0 95/90 
Flat and Elongated Particles, % (ASTM D5821) 3.0 10 max. 
Fine Aggregate Angularity, % (AASHTO T304) 47.6 45 min. 
Sand Equivalent, % (AASHTO T176) 81.5 45 min. 
Combined Specific Gravity, Gsp 2.628 - 


The design Equivalent Single Axle Loads (ESALs) for this study was selected as 3 to <30 
million. This ESALs level was consistent with high traffic surface course mixtures in New 
England. The design Superpave gyratory compactive effort for this ESALs level was 
Ndesign = 100 gyrations. 


Volumetric specimens were batched, mixed and short-term aged at the compaction 
temperature for two hours in accordance with AASHTO R30 “Mixture Conditioning of Hot 
Mix Asphalt (HMA)” (9). After aging, specimens (150 mm diameter) were compacted in the 
Superpave Gyratory Compactor (SGC) to Ndesign. The mixture was designed to meet the 
Superpave volumetric requirements for air voids, Voids in Mineral Aggregate (VMA), Voids 
Filled with Asphalt (VFA) and Dust to Binder Ratio. The mixture was designed as close to 
the VFA range as possible without negatively impacting the other volumetric properties. 


Finally, some mixtures incorporating 1.0% hydrated lime were fabricated to be tested in the 
HWITD. Because the hydrated lime was added by weight of the aggregate, a new mixture 
design was completed for mixtures containing lime. This resulted in a mixture design with 
an optimum binder content of 6.0% to achieve the desired volumetric properties. The 
volumetric properties of the mix design specimens are shown in Table 3. 
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Table 3: WMA 9.5 mm Superpave Mixture Properties at Ndesign 


; Superpave 
Properties Control Specification 
Binder Content, % 6.2 - 

Air Voids, % 3.8 4.0 

VMA, % 16.8 15 min. 
VFA, % TED 73 —76 
Dust to Binder Ratio 0.7 0.6 -1.2 


VMA = Voids in Mineral Aggregate 
VFA = Voids Filled with Asphalt 


4.2 Performance Characteristics of Asphalt 
Rubber Gap Graded Mixtures with RAP 
and/or WMA 


4.2.1 Asphalt Rubber Binder 


An AR binder obtained from a regional asphalt supplier was utilized for all mixture designs. 
This AR binder was fabricated using a PG58-28 base binder incorporating 17% rubber 
through a wet process. The AR binder conformed to the requirements of ASTM D 6114 Type 
II specifications (16). Based on the recommendation of the AR binder supplier, the mixing 
temperature was 177°C (351°F) and the compaction temperature was 154°C (309°F). 


4.2.2 Warm Mix Asphalt Technology 


To determine if asphalt rubber mixtures incorporating RAP and WMA technology can be 
produced and compacted at lower temperatures while maintaining the performance 
characteristics and workability of the control mixture, a waxed-based WMA technology 
known as SonneWarmix was used. 


SonneWarmix was chosen because it had been previously utilized in numerous field projects 
in Massachusetts and other New England states. This technology was added at the 
manufacturer’s recommended dosage rate of 1.0% by weight of total binder (Virgin binder + 
RAP binder). Mixtures incorporating the WMA were fabricated at lower mixing and 
compaction temperatures (160°C [320°F] and 141°C [286°F] respectively) than the control 
mixture (177°C [351°F] and 154°C [309°F] respectively) without the technology. These 
temperatures correspond to the same temperatures that the asphalt rubber supplier has been 
using when producing similar mixtures with the same WMA technology. 


4.2.3 Aggregates and Reclaimed Asphalt Pavement 


The virgin aggregates were from a crushed stone source in Wrentham, Massachusetts. Four 
different aggregate stockpiles were obtained, including 12.5 mm crushed stone, 9.5 mm 
crushed stone, stone sand and stone dust. Each stockpile was tested to determine the 
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aggregate properties in accordance with AASHTO specifications (9). The aggregate 
properties of each stockpile are shown in Table 4. 


The RAP was obtained from the same contractor that supplied the virgin aggregates. The 
binder content of the RAP was determined by the ignition method in accordance with 
AASHTO T308 (9). The aggregates remaining after ignition were then tested in accordance 
with AASHTO aggregate test specifications (T11, T27, T84 and T85) in order to determine 
the gradation and specific gravity of the RAP aggregates. The properties of the RAP are 
shown in Table 4. 


Table 4: ARGG Average Virgin Aggregate and RAP Stockpile Properties 


Sieve Size 12.5 9.5mm | Stone Stone RAP 
mm Sand Dust 
19.0 mm 100 100 100 100 100 
12.5 mm 82.8 99.4 100 100 O77 
9.5 mm 239 93.8 100 100 86.3 
4.75 mm 1.2 29.7 99.8 99.7 64.3 
2.36 mm 1.1 52 83.7 83.7 49.4 
1.18 mm 1.1 2.8 54.3 57.1 38.3 
0.600 mm LE 2:3 33.8 38.6 28.6 
0.300 mm Lol 2K 19.0 24.9 18.6 
0.150 mm 0.9 1.8 9.4 15.9 11.4 
0.075 mm 0.8 1.5 4.3 10.9 7.7 
Bulk Specific Gravity, G,, 2.641 2.642 2.644 2.629 2.638 
(AASHTO T84/T85) 
Absorption, % 0.39 0.43 0.53 0.60 0.76 
Binder Content of RAP, % (AASHTO T308) = 4.80 


For this study a 12.5 mm ARGG control mixture was developed in accordance with ADOT 
materials specification as previously outlined (31). The same mixture was redesigned with 
the incorporation of 25% RAP and 40% RAP. The design mixture gradation and combined 
aggregate properties for each design are shown in Table 5. Based on the aggregate stockpile 
used and the amount of fine material in the RAP, it was not possible to design a mixture 
meeting the gradation requirements for the No. 200 sieve. The mixture gradations were 
slightly above the 2.5% upper limit for the sieve but were within the specification limitations 
once the production tolerance was considered (1%). Mixtures specimens were compacted 
using the SGC with a compactive effort of 75 gyrations. The gyration level corresponded to a 
design ESALs of 0.3 to <3 million using the Superpave design methodology. Volumetric 
specimens were batched, mixed and short-term aged at the compaction temperature for two 
hours in accordance with AASHTO R30 (9). After aging, specimens were compacted in the 
SGC. The volumetric properties for each mixture are shown in Table 6. 
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Table 5: ARGG Mixture Gradations and Combined Aggregate Properties 


25% | 40% Specification iene 
Sieve Size | Control RAP RAP Section 413 Dendienon 
Asphaltic f 
Conant Tolerance 

19.0 mm 100 100 100 100 +4 

12.5 mm 92.6 92,3 92.6 80-100 +4 

9.5 mm 65.4 66.2 65.4 65-80 +4 

4.75 mm 33.9 33.1 33.9 28-42 +4 

2.36 mm 20.3 19.5 20.3 14-22 £3 

1.18 mm 13.5 14.2 15.8 - - 

0.600 mm 9.3 10.4 11.5 - - 

0.300 mm 6.2 6.9 7.5 - - 

0.150 mm 4.1 4.3 4.6 - - 

0.075 mm 29 3.0 3.1 0-2.5 Bel | 

Table 6: ARGG Mixture Properties 
Properties Control | 25% RAP | 40% RAP Spec. 
Total Binder Content, % 8.00 8.00 7.70 - 
Binder from RAP, % 0.00 1.26 1.86 - 
Virgin Binder Added, % 8.00 6.74 5.84 - 
Air Voids, % 5.80 2.60 3.90 bot LO 
a in Minera Geeeeale, 21.90 19.00 18.90 19 min 
Voids Filled with Asphalt, % 73.70 86.50 79.70 - 
Binder Absorbed, % 0.73 0.86 1.20 0 -1.0 
Dust to Binder Ratio 0.40 0.42 0.50 - 
Properties Control + | 25% RAP | 40% RAP Spec. 
WMA +WMA +WMA 

Total Binder Content, % 8.00 8.00 7.70 - 
Binder from RAP, % 0.00 1.26 1.86 - 
Virgin Binder Added, % 8.00 6.74 5.84 - 
Air Voids, % 5.90 4.70 4.80 5.9+1.0 
a an Minera eeteeales 22.00 20.90 20.10 | 19min. 
Voids Filled with Asphalt, % 73.30 78.00 76.30 - 
Binder Absorbed, % 0.73 0.77 0.90 0 -1.0 
Dust to Binder Ratio 0.40 0.41 0.45 - 


The 25% RAP mixture without the WMA technology was the first RAP mixture designed for 
the study. This mixture exhibited air voids of 2.6%, which was outside of the specification 
range of 5.5+1.0%. For these mixtures, the dried RAP was placed on the heated virgin 
aggregate for two hours at the mixing temperature prior to commencement of mixing. The 
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cause of the low air voids was probably the RAP heating time, where two hours was not 
enough for proper heating of the RAP prior to mixing. Thus, the RAP heating time was 
increased to four hours for all subsequent RAP mixtures for this study. The increase in the 
heating time helped to achieve a percent air voids closer to the target of 5.5+1.0%. There was 
insufficient material to re-fabricate the 25% RAP mixture with the four hours of RAP heating 
prior to mixing. However, the performance specimen volumetric properties for the 25% RAP 
mixture with the four-hour heating were consistently within the appropriate air void 
tolerance. 


4.3 Thin Lift Mixtures with High RAP, RAS, 
and/or WMA for Pavement Preservation 


4.3.1 Asphalt Binder 


A PG52-28 binder obtained from a local asphalt supplier was utilized for all mixture designs. 
It was the softest grade available that met the low temperature requirement of a PGX X-28 
binder that is typically specified in the Northeast. It was used in an attempt to offset the 
potential mixture stiffening due to the use of high percentage of RAP and/or RAS in the 
mixtures. Based on the viscosity of the binder, the mixture mixing temperature was 144°C 
(291°F) and the compaction temperature was 132°C (270°F). 


4.3.2 Warm Mix Asphalt Technology 


A waxed-based WMA technology, SonneWarmix, was utilized in this study. SonneWarmix 
was chosen because it had been previously utilized in numerous field projects in 
Massachusetts and other New England states. This technology was added to the selected 
mixtures at the manufacturer’s recommended dosage rate of 1.0% by weight of total binder 
(Virgin binder + RAP binder + RAS binder). Mixtures incorporating this technology were 
fabricated at lower mixing and compaction temperatures (124°C [255°F] and 112°C [235°F] 
respectively) than the conventional mixtures without the technology. This was done to 
determine if the WMA technology could help in producing mixtures with RAP and RAS that 
are environmentally friendly while retaining or improving the performance of the mixtures. 


4.3.3 Aggregates, RAP and RAS 


The aggregates utilized were from a crushed stone source in Wrentham, Massachusetts. Four 
aggregate stockpiles were obtained; including 9.5 mm crushed stone, natural sand, stone sand 
and stone dust. RAP was obtained from the same contractor. Each aggregate stockpile and 
the RAP were tested to determine their properties, which are shown in Table 7. An asphalt 
shingle recycling facility located in Fitchburg, Massachusetts, supplied the RAS. The RAS 
was pre-consumer (i.e., manufacturer’s waste) and not post-consumer (i.e., tear offs). The 
properties of the RAS were determined in the same manner as the RAP. The properties of 
the RAS are shown in Table 7. 
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Table 7: Thin Lift Average Virgin Aggregate, RAP and RAS Stockpile Properties 


: z 9.5 Natural | Stone | Stone 
SIRE SHEE mm Sand Sand | Dust eid as 
19.0 mm 100 100 100 100 100 100 
12.5mm 99.4 100 100 100 100 100 
9.5 mm 93.8 100 100 100 100 100 
4.75 mm 29.7 99.7 99.8 99.7 74.1 100 
2.36 mm 52 98.3 83.7 83.7 57.8 99,1 
1.18 mm 2.8 93.3 54.3 ail 45.5 84.6 
0.600 mm 253 73.3 33.8 38.6 34.4 65.9 
0.300 mm 21 2937 19.0 24.9 22.4 58.7 
0.150 mm 1.8 4.8 9.4 15.9 13.5 43.8 
0.075 mm 1.5 0.9 4.3 10.9 9.1 26.4 
Specific Gravity, G., 
(AASHTO T84/T85) 2.642 2.624 2.644 | 2.629 | 2.638 2.629 
Absorption, % 0.43 0.45 0.53 0.60 0.76 0.60 
Binder Content (AASHTO T308) =| 5.95% | 17.7% 


4.3.4 Thin Lift Mixture Design 


A control mixture, a 40% RAP mixture, a 5% RAS mixture and a 35% RAP + 5% RAS 
mixture were designed. These percentages were chosen based on discussions with producers 
in the state of Massachusetts. Each mixture design was repeated at a lower mixing and 
compaction temperature using the addition of the WMA technology. All mixtures had the 
same aggregate gradation. For the 5% RAS mixture, the RAS content was limited to 5%, as 
this is generally considered the acceptable limit of RAS due to the high stiffness of the RAS 
binder. Each mixture was developed to meet the requirements for a 9.5 mm Superpave 
mixture in accordance with AASHTO M323 “Superpave Volumetric Mix Design” and 
AASHTO R35 “Superpave Volumetric Design for Hot Mix Asphalt” (9). The design 
gradations for each mixture are shown in Table 8. 


Table 8: Thin Lift Mixture Gradations 


9.5 mm 
Sieve Size Control | 40% RAP | 5% RAS eae Superpave 
5% RAS eps ics 
Specification 
19.0 mm 100 100 100 100 - 
12.5 mm 99.7 99.8 100 100 100 min. 
9.5 mm Sil 97.8 97.4 98.1 90-100 
4.75 mm 66.8 64.5 66.2 66.5 90 max. 
2.36 mm 47.8 45.3 45.8 46.6 32-67 
1.18 mm 33.5 32.6 33.2 33.9 - 
0.600 mm 23.0 22.9 23.4 239 - 
0.300 mm 13.3 13.6 13.9 14.4 - 
0.150 mm 7.1 el 7.6 7.9 - 
0.075 mm 4.4 4.7 4.6 Bek 2-10 
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The design ESALs for this project was selected as 0.3 to <3 million, which is consistent with 
surface course mixtures in New England. The design Superpave gyratory compactive effort 
for this ESALs level was Ndesign = 75 gyrations. Due to moisture in the RAP, it was air 
dried until a constant mass was achieved. The RAP was added to heated aggregate two hours 
prior to adding the binder during the mixing process. Similarly, the RAS was air dried, but 
only added to heated aggregates five minutes prior to adding the binder. This helped reduce 
the agglomeration of RAS in the mixture. Also, the binder content for each mixture was 
verified using the ignition method in accordance with AASHTO T308 “Determining the 
Asphalt Binder Content of Hot-Mix Asphalt (HMA) by the Ignition Method” (9). The 
volumetric properties for each mixture are shown in Table 9. 


Table 9: Thin Lift Mixtures Volumetric Properties 


9.5 mm 
0 
Properties Control | 40% RAP | 5% RAS ao heae Superpave 
+5% RAS ope gs 
Specification 

Total Binder 

Contento4 6.0 6.0 6.0 6.0 - 

Virgin Binder 

Added, % 6.0 3.6 orl 3.0 - 

Air Voids, % 3.9 4.2 3.7 4.2 4.0% 
VMA, % 16.2 16.1 16.0 15.9 15% min. 
VFA, % 7633 73.8 76.8 73.8 65-78 

Puen 0.82 0.89 0.86 1.01 0.6-1.2 

Ratio 
0 
Control + | 40% RAP | 5% RAS aay i 9.5 mm 
Properties 1% +1% +1% g 4s: Superpave 
0 oge ° 
WMA WMA WMA WMA Specification 
Geen || 760 6.0 6.0 6.0 : 

Virgin Binder 
Added, % 6.0 3.6 Bil a0 - 

Air Voids, % 3.9 3.8 4.4 4.7 4.0% 
VMA, % 16.7 15.7 16.8 16.4 15% min. 

VFA, % 76.9 Tock 74.2 71.6 65-78 

Door 0.78 0.90 0.84 1.00 0.6-1.2 

Ratio 
- Not Applicable 


VMA = Voids in Mineral Aggregate 
VFA = Voids Filled with Asphalt 
WMA = Warm Mix Asphalt Technology (1.0% SonneWarmix by total weight of binder) 
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4.3.5 Thin Lift Mixture Percent Binder Replacement 


Previous research (15, 33) has suggested that the amount of RAP allowed in a mixture should 
be limited by the percent of binder that the RAP binder would replace in the mixture. The 
percent binder replaced calculation provides a means to estimate how much aged RAP binder 
can potentially be imparted to the mixture. Under current specifications utilizing RAP 
content by percent weight of mixture, less or more aged RAP binder is actually being added 
to the mixture than the target by weight content. This is a result of RAP stockpiles having 
different binder contents. A mixture developed using the same RAP content by percentage 
of mixture, but different RAP sources, will not necessarily have the same total RAP binder 
contribution. A mixture developed with a lower binder content RAP will have less RAP 
binder in the resultant mixture and vice versa. The percent binder replacement calculation 
normalizes the RAP content in the mixture with respect to the asphalt content in the RAP and 
the asphalt content in the mixture. This method assumes 100% blending of the RAP and 
virgin binder. The means to calculate percent binder replaced is shown in Equation 1. 


(Percent Binder in the RAP) x (Percent RAP in Mixture) 


Equation 1: Binder Replacment, % = ; See 
Total Percent Binder in Mixture 


Equation 1 was also used to calculate the percent binder replaced by RAS. For mixtures 
combining RAP and RAS, the percent binder replaced was determined through summation of 
the binder replaced for the RAP and RAS. The amount of virgin binder replaced for each 
mixture is shown in Table 10. Table 10 illustrates that the binder from the high RAP content 
and RAS will replace a significant amount of the design binder content if 100% blending of 
the aged and virgin binders occurs. 
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Table 10: Thin Lift Mixtures Percent Binder Replacement for Each Mixture 


9 + 
40% RAP ae 5% RAS 
Target Mixture Binder Content, % 6.0 6.0 6.0 
Average Mixture Binder Content, % (By 5.97 5.96 6.06 
Ignition) 
Binder in RAP, % 5.95 5.95 5.95 
RAP in Mixture by Weight, % 40 35 0 
Binder in RAS, % ines lees Liat 
RAS in Mixture by Weight, % 0 5 ) 
RAP Binder in Mixture, % 2.38 2.08 0 
RAS Binder in Mixture, % 0 0.89 0.89 
Total Recycled Binder in Mixture, % 2.38 207 0.89 
Virgin Binder Replaced with Recycled 39.9% 49.8% 14.7% 
Binder 
40% RAP | 35% RAP+ | 5% RAS 

+1% 5% RAS + +1% 

WMA 1% WMA WMA 
Target Mixture Binder Content, % 6.0 6.00 6.0 
Average Mixture Binder Content, % (By 6.16 6.23 6.14 
Ignition) 
Binder in RAP, % 5.95 DoD 5.95 
RAP in Mixture by Weight, % 40 35 0 
Binder in RAS, % Kes Ways V7 
RAS in Mixture by Weight, % 0 5 5 
RAP Binder in Mixture, % 2.38 2.08 0 
RAS Binder in Mixture, % 0 0.89 0.89 
Total Recycled Binder in Mixture, % 2.38 207 0.89 
Virgin Binder Replaced with Recycled 38.6% 47.7% 14.5% 
Binder 
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5.0 Evaluation of Mixture Performance 


5.1 Effect of Temperature & Time on the 
Moisture Susceptibility of WMA Mixtures 


5.1.1 Moisture Susceptibility - Hamburg Wheel Tracking Device (HWTD) 


To evaluate the moisture susceptibility of each mixture, testing was conducted in accordance 
with AASHTO T324 “Hamburg Wheel-Track Testing of Compacted Hot-Mix Asphalt 
(HMA)” (9). In this test a mixture is submerged in water heated to 50°C (122°F) and 
subjected to repeated loading from a 705N (158 Ib) solid steel wheel with a diameter of 204 
mm (8 in) and a width of 47 mm (1.9 in). The test specimens may be in the form of a 
rectangular slab or two gyratory compactor specimens that have had the end thickness 
trimmed on one side of each specimen so that the two specimens may be butted together at 
the trimmed faces. This process yields one larger continuous specimen. During the test, as 
the steel wheel loads the specimen, the corresponding rut depths at specific points along the 
specimen are automatically and continuously measured with a 0.01 mm accurate linear 
variable differential transducer (LVDT) and recorded. 


A standard test length is approximately 20,000 passes of the loaded wheel. The data 
collected during the test is customarily reported as rut depth versus number of wheel passes. 
Figure 4 provides an illustration of the typical output produced from the test, including the 
test parameters. Generally, the data analysis for this test includes the creep slope, SIP and 
stripping slope. The SIP is the number of passes at the intersection of the creep slope and 
stripping slope, which is where the stripping starts to dominate performance. The stripping 
slope is a measure of the accumulation of rutting primarily from moisture damage, and is the 
number of passes required to create a 1 mm rut depth after the SIP (34). For each mixture in 
this the study, the SIP was determined. 
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Figure 4: Output of HWTD Testing 
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The HWTD results are presented in Tables 11 through 13. The HWTD results showed that 
aging temperature and time had a dramatic effect on the moisture susceptibility of the control 
and WMA mixtures. Higher temperature coupled with a longer aging period led to a higher 
number of cycles to reach a SIP. At 146°C (295°F) and eight hours aging, the control and the 
WMA mixtures had no SIP. At 129°C (265°F) and eight hours aging, the Evotherm, Sasobit 
and Sonnewarmix had no SIP, while the control required either the chemical anti-strip agent 
or the lime to reach the same performance. Advera was able to meet the same performance 


with only the addition of lime. 


Table 11: WMA HWITD Stripping Inflection Points - 2 Hour Aging 


Aging Temperature 


146°C (295°F) 


129°C (265°F) 


113°C (235°F) 


Mix Type No Anti-Strip or Lime 

Control 12,600 5,800 4,300 
Advera 9,700 3,100 2,300 
Evotherm 14,200 7,900 4,500 
Sasobit 13,700 6,800 3,700 
SonneWarmix 10,300 4,900 2,300 
Mix Type With Liquid Anti-Stri 

Control NT 9,500 5,900 
Advera NT 7,900 3,000 
Evotherm NT 8,200 4,500 
Sasobit NT 13,000 3,700 
Sonne Warmix NT 5,100 6,500 


NT: These mixtures were not tested. 
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Table 12: WMA HWTD Stripping Inflection Points - 4 Hour Aging 


Aging Temperature 


146°C (295°F) 


129°C (265°F) 


113°C (235°F) 


Mix Type No Anti-Strip or Lime 

Control 16,500 9,000 7,900 
Advera 17,500 5,500 3,400 
Evotherm 20,000 16,900 8,900 
Sasobit 20,000 16,800 7,200 
SonneWarmix 16,200 13,400 4,300 
Mix Type With Liquid Anti-Stri 

Control NT 13,700 6,500 
Advera NT 9,400 4,200 
Evotherm NT 12,300 8,800 
Sasobit NT 17,200 6,500 
SonneWarmix NT 15,900 9,800 
Mix Type With Hydrated Lime 

Control NT 15,600 10,500 
Advera NT 11,200 6,900 
Evotherm NT 15,400 5,700 
Sasobit NT 17,000 9,800 
SonneWarmix NT 16,600 7,400 


Table 13: WMA HWTD Stripping Inflection Points - 8 Hour Aging 


Aging Temperature 


146°C (295°F) 129°C (265°F) 113°C (235°F) 

Mix Type No Anti-Strip or Lime 

Control 20,000 16,400 8,800 
Advera 20,000 10,600 4,600 
Evotherm 20,000 20,000 13,100 
Sasobit 20,000 20,000 9,100 
SonneWarmix 20,000 20,000 9,100 
Mix Type With Liquid Anti-Strip 

Control NT 20,000 16,000 
Advera NT 13,100 7,200 
Evotherm NT NT 10,800 
Sasobit NT NT 11,200 
SonneWarmix NT NT 8,600 
Mix Type With Hydrated Lime 

Control NT 20,000 13,100 
Advera NT 20,000 8,500 
Evotherm NT NT 9,500 
Sasobit NT NT 15,500 
SonneWarmix NT NT 10,500 
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All the mixtures reached 20,000 cycles with no SIP at the highest temperature 146°C (295°F) 
and the longest aging time (eight hours). This was expected because greater aging occurs at 
the higher temperatures. However, WMA mixtures are typically placed at lower 
temperatures around 113°C (235°F). The HWTD data indicated that none of the mixtures 
tested (without anti-strip) passed the tests at any aging times associated with the 113°C 
(235°F) aging temperature. 


5.1.2 Dynamic Modulus |E*| Ratio 


Dynamic modulus (|E*|) of conditioned and dry specimens were determined in accordance 
with AASHTO TP79-09 “Standard Method of Test for Determining the Dynamic Modulus 
and Flow Number for Hot Mix Asphalt (HMA) using the Asphalt Mixture Performance 
Tester (AMPT).” Based on previous studies, the ESR of conditioned to dry dynamic 
modulus was utilized to evaluate the moisture susceptibility of HMA mixtures and showed 
good correlation with field data (35). Furthermore, a research study (36) was conducted to 
assess if the E* test can be used to evaluate the moisture susceptibility of HMA mixtures, as 
a replacement test property to the indirect tensile strength ratio in AASHTO T283. 
AASHTO 1283 is considered the most widely used test to evaluate the stripping potential of 
HMA mixtures. Tensile strength ratio (TSR) of conditioned to dry specimens is measured; 
generally a ratio of 0.7 to 0.8 would be considered acceptable. Because the E* test is a 
nondestructive test, unlike the indirect tensile strength test, the advantage would be that the 
same specimens could be tested before and after conditioning. The study found that there 
was no Statistically significant difference between the TSR and ESR, and concluded that the 
ESR can potentially replace the TSR to assess moisture susceptibility of HMA mixtures (36). 


Two specimens were prepared for each mixture. These specimens were first tested dry to 
determine the dynamic modulus at loading frequencies of 10 Hz, 1 Hz and 0.1 Hz at 20°C 
(68°F). Next, the same specimens were conditioned by being subjected to vacuum saturation, 
an initial soak cycle, a freeze cycle, a heating cycle and a second ambient soak cycle prior to 
being tested again for their dynamic modulus. The ratio of the dynamic modulus values of 
the conditioned to the dry specimens was then calculated and used to indicate the moisture 
susceptibility of the mixtures. A summary of specimen preparation, conditioning process and 
the ESR test and calculations are described below. 


After mixing the binder and aggregate, the loose mix was oven-aged in a forced draft oven at 
the different aging periods and aging temperatures. After aging, the mixtures were 
compacted using the SGC. The compacted specimens were allowed to cool to room 
temperature prior to cutting and coring the final dynamic modulus test specimen. The target 
air voids for the cored specimens were 7 + 1%. 


A modified AASHTO T283 conditioning process was utilized. This procedure was 
developed under previous research (37) to reduce the conditioning time required by 
AASHTO T283. The major differences between the two procedures were the vacuum 
saturation time, length of freezing time at -17.7°C (0°F) and length of time in the heated 
water bath. 
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AASHTO T283 requires iterative manipulation of the vacuum saturation procedure until a 
degree of saturation of 70-80% is obtained. Specimens exhibiting over 80% saturation must 
be discarded. Next, the specimens are sealed in plastic and placed inside of a plastic bag 
along with 10 mL of water at 25°C (77°F) and frozen at -18°C (0°F) for 16 hours. The 
specimens are removed from the freeze cycle and placed in a water bath at 60°C (140°F) for 
24 hours. Finally, the specimens are placed into a water bath at 25°C (77°F) for a two-hour 
ambient soak prior to further testing or additional freeze-thaw cycles. 


The conditioning process utilized in the modified procedure involves vacuum saturating the 
specimens under 25.4 cm (10 in) of mercury for 30 minutes, in water with an initial 
temperature of 25°C (77°F) without determination of the saturation level. After thirty 
minutes of saturation, the vacuum is removed and the specimens are allowed to soak for an 
additional ten minutes. The specimens are then sealed in plastic and placed inside of a 
plastic bag along with 10 mL of water at 25°C (77°F). The specimens are frozen in an 
environmental chamber set at -18°C (0°F) for four hours (the freeze period begins once the 
specimens reach -18°C). After the freeze cycle the specimens are removed from the plastic 
bag and seal and placed directly into a water bath at 60°C (140°F) for 16 hours. This cycle 
begins with the end of a typical workday and concludes with the start of the following 
morning. The specimens are then placed into a water bath at 25°C (77°F) for a two-hour 
ambient soak. The specimens are then tested to determine their conditioned dynamic 
modulus. It should be noted that initial test specimens conditioned in the 60°C (140°F) water 
bath were too soft to handle. The specimens were placed on their side to fit into the water 
bath, which may have contributed to the damage that appeared. Thus, the heat cycle 
conditioning temperature was changed to 40°C (104°F), which coincided with the highest 
dynamic modulus test temperature recommended for mixtures fabricated with PG64-XX 
binders. The previously damaged specimens were discarded and replicates were fabricated 
and conditioned at 40°C (104°F). 


For the E* testing, the mixtures were aged at four and eight hours and the aging temperatures 
were 129°C (265°F) and113°C (235°F). The two-hour aging period and the 146.1°C (295°F) 
aging temperature were eliminated. 


Tables 14 and 15 show the E* dry (unconditioned) and wet (condition) and also the ESR of 
conditioned to dry specimens. At 146.1°C (295°F) aging temperature and aging periods of 
four and eight hours, only the mixture with Advera at 0.1 Hz and 1 Hz had a marginally 
lower ratio than 70%. At 113°C (235°F) aging temperature and aging periods of four and 
eight hours, all mixtures had an ESR ratio greater than 80%, except for the control mixture 
after eight hours aging. The control mixture had a ratio marginally lower than 80% at the 10 
Hz frequency and between 72% and 74% at 0.1 Hz and 1 Hz respectively. Generally, the 
WMA mixtures had an ESR ratio higher at the 113°C (235°F) at both aging periods relative 
to the 129°C (265°F). It should also be noted that the mixtures with Advera and Evotherm 
had a substantial increase in their ESR at 113°C (235°F) in comparison to 129°C (265°F). 
The reason for that increase is unknown and will require further investigation. Also, it is 
interesting to note that at a temperature of 113°C (235°F) and an aging period of 8 hours, all 
of the WMA mixtures performed better than the control. 
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A three way analysis of variance (ANOVA) was performed using the statistical package 
SPSS to determine the effect of aging temperatures, aging periods, WMA type and the 
interaction among those variables on ESR. Based on the output, the aging temperatures, 
aging periods, type of WMA and the interaction among aging temperatures and aging periods 
did have a significant effect on the ESR. 


Table 14: WMA Dynamic Modulus Data for 129°C (265°F) Aging 


: Aging : Average | Average 
Mixture Tacs Time a E* (ksi) | E* (ksi) =e 
| (hrs.) ‘ |pRY | COND 
10 Hz 600.2 599.7 | 99.9 
Control 129°C 4 1 Hz 303.1 305.7 | 100.8 
0.1 Hz 141.6 143.1 | 101.0 
10 Hz 731.4 538.8 | 73.7 
Advera 129°C 4 1 Hz 372.7 253.3 | 68.0 
0.1 Hz 161.6 104.6 | 64.8 
10 Hz 603.4 456.7 | 75.7 
Evotherm 129°C 4 1 Hz 288.8 204.9 | 70.9 
0.1 Hz 118.6 83.0 | 70.0 
10 Hz 774.0 655.8 | 84.7 
Sasobit 129°C 4 1 Hz 411.2 335.4 | 81.6 
0.1 Hz 193.6 156.1 | 80.6 
10 Hz 645.9 590.1 | 85.2 
SonneWarmix | 129°C 4 1 Hz 326.9 260.8 | 79.8 
0.1 Hz 142.4 110.7 | 77.7 
10 Hz 670.9 653.8 | 97.4 
Control 129°C 8 1 Hz 371.7 352.3 | 94.8 
0.1 Hz 187.0 174.9 | 93.6 
10 Hz 761.7 549.4} 72.1 
Advera 129°C 8 1 Hz 400.6 259.9 | 64.9 
0.1 Hz 182.5 112.3) 61.5 
10 Hz 645.1 510.4} 79.1 
Evotherm 129°C 8 1 Hz 340.8 252.1 | 74.0 
0.1 Hz 160.1 114.4) 71.4 
10 Hz 746.5 706.8 | 94.7 
Sasobit 129°C 8 1 Hz 422.7 388.3 | 91.9 
0.1 Hz 220.0 197.8 | 89.9 
10 Hz 759.9 657.7 | 87.0 
SonneWarmix | 129°C 8 1 Hz 404.4 340.0 | 84.1 
0.1 Hz 193.3 158.8 | 82.2 
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Table 15: WMA Dynamic Modulus Data for 113°C (235°F) Aging 


, Aging g Average | Average 
Mixture a Time ee E* (ksi) | E* (ksi) =a 
* | Crs.) i DRY COND 
10 Hz 562.5 502.9 | 89.4 
Control 113°C 4 1 Hz 254.3 226.9 | 89.2 
0.1 Hz 98.5 88.5 | 89.8 
10 Hz 569.8 575.4 | 101.0 
Advera 113°C 4 1 Hz 259.2 264.1 | 101.9 
0.1 Hz 103.3 105.3 | 102.0 
10 Hz 528.2 598.5 | 105.8 
Evotherm 113°C 4 1 Hz 235.8 248.6 | 105.4 
0.1 Hz 90.9 97.4 | 107.1 
10 Hz 675.8 614.3 | 90.9 
Sasobit 113°C 4 1 Hz 335.7 299.2 | 89.1 
0.1 Hz 142.9 126.9 | 88.8 
10 Hz 647.2 601;5: |: 92.9 
SonneWarmix | 113°C 4 1 Hz 294.0 276.6 | 94.1 
0.1 Hz 116.7 110.0 | 94.2 
10 Hz 622.7 491.4 | 78.9 
Control 113°C 8 1 Hz 301.5 221M) 7308 
0.1 Hz 123.7 88.6 | 71.7 
10 Hz 613.9 588.6 | 95.9 
Advera 113°C 8 1 Hz 295.4 276.9 | 93.7 
0.1 Hz 120.9 113.3 | 93.7 
10 Hz 560.0 509.4 | 91.0 
Evotherm i sh @ 8 1 Hz 2995 2270 \ BLT 
0.1 Hz 103.9 90.9 | 87.5 
10 Hz 623.2 562.4 | 90.2 
Sasobit 113°C 8 1 Hz 316.5 278.3. | 87.9 
0.1 Hz 141.9 123.4 | 87.0 
10 Hz 596.5 535.0 | 89.7 
SonneWarmix | 113°C 8 1 Hz 284.2 250.6 | 88.2 
0.1 Hz 119.0 105.5 | 88.7 
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5.2 Performance Characteristics of Asphalt 
Rubber Gap Graded Mixtures with RAP 
and/or WMA 


5.2.1 Stiffness - Dynamic Modulus 


Complex dynamic modulus |E*| testing was conducted to determine changes in mixture 
stiffness due to the incorporation of RAP and/or the WMA technology. In order to determine 
the dynamic modulus, test specimens were placed in the Asphalt Mixture Performance Tester 
(AMPT) device and subjected to a sinusoidal (haversine) axial compressive stress at the 
different temperatures and frequencies. The resultant recoverable axial strain (peak-to-peak) 
was measured. From this data the dynamic modulus was calculated. 


Replicate dynamic modulus specimens were fabricated in the SGC for each mixture. 
Specimens incorporating WMA technology were produced at the lower mixing and 
compaction temperatures noted previously. All specimens were aged for four hours at the 
compaction temperature in a loose state prior to compaction. Each specimen was 
subsequently prepared for dynamic modulus testing in accordance with AASHTO PP60 
“Preparation of Cylindrical Performance Test Specimens Using the Superpave Gyratory 
Compactor” (30). The final test specimens had an air void content of 7.0 + 1.0%. Dynamic 
modulus testing was conducted in accordance with TP62 “Determining Dynamic Modulus of 
Hot-Mix Asphalt (HMA)” (30). Each specimen was tested at temperatures of 4°C, 20°C, and 
40°C (39°F, 68°F and 104°F) and loading frequencies of 10 Hz, 1 Hz, 0.1 Hz and 0.01 Hz 
(40°C only). Figure 5 shows the results of the dynamic modulus testing for all the mixtures. 
The error bars shown on Figure 5 indicate the 95% confidence interval. Thus, error bars that 
overlap indicate that the modulus values are not significantly different. 
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Figure 5: ARGG Dynamic Modulus Comparison - All Mixtures (20°C reference 
temperature) 
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The mixture master curves for each mixture were then developed from the dynamic modulus 
data in accordance with AASHTO PP61 and AASHTO PP6€2 “Developing Dynamic 
Modulus Master Curves for Hot Mix Asphalt (HMA)” (30) at a reference temperature of 
20°C (68°F). Figures 6 and 7 show the mixture master curves created from the dynamic 
modulus testing data. 


Examination of the dynamic modulus and master curves data showed similar results. First, 
the moduli of the mixtures were not statistically significantly different at the low test 
temperature of 4°C at all frequencies tested. This is represented in the master curves by the 
curves overlapping on the right side of the graph. Second, the master curves indicated that 
the addition of the 25% or 40% RAP to the control mixture increased the mixture stiffness at 
the intermediate and high test temperatures. Figure 5 showed that there was a significant 
increase in the stiffness at 20°C and 40°C (68°F and 104°F), however, not at all frequencies. 
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Figure 6: ARGG Mixture Master Curve Comparison - WMA Technology Mixtures 
(20°C Reference Temperature) 
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Figure 7: ARGG Mixture Master Curve Comparison — Mixtures without WMA 
Technology (20°C Reference Temperature) 
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The same observation held true when comparing the control mixture incorporating the WMA 
technology to the same mixture incorporating both levels of RAP. Comparison of the 
dynamic modulus and master curve data for the same mixtures with and without the WMA 
technology suggests that the control mixture and control mixture with the WMA technology 
exhibited similar stiffness. For the remaining mixtures, in general, there was a decrease in the 
measure of mixture stiffness for the mixtures incorporating the WMA technology, although 
this difference was not always significant. This occurrence may be a result of less aging due 
to reduced mixing and compaction (aging) temperatures associated with the mixtures 
incorporating the WMA technology. 


Overall, the |E*| data indicated that addition of RAP to the control mixture resulted in an 
increase in mixture stiffness. Generally, the stiffness increase in the mixtures containing RAP 
was mitigated through the use of a WMA technology and corresponding reduced aging 
temperatures. The addition of the WMA technology to the control mixture had little to no 
effect on the stiffness of the mixture. 


5.2.2 Fatigue Cracking — Four Point Flexural Beam Fatigue Tests 


One of the most common and historically used laboratory test procedures to evaluate the 
fatigue cracking resistance of asphalt mixtures is the four point flexural beam fatigue test. 
This flexural fatigue test is the only standard test method for fatigue testing of HMA. The 
typical test protocols for conducting this test are AASHTO T321 “Determining the Fatigue 
Life of Compacted Hot Mix Asphalt (HMA) Subjected to Repeated Flexural Bending” (9) 
and ASTM D7460 “Determining Fatigue Failure of Compacted Asphalt Concrete Subjected 
to Repeated Flexural Bending” (16). In order to investigate the relative fatigue performance 
of the mixtures, the four point bending beam fatigue tests were conducted on the mixtures. 


Slabs with dimensions of 150 mm x 180 mm x 450 mm were fabricated for each mixture 
using the IPC Global Pressbox slab compactor. From each slab, beams with dimensions of 63 
mm wide, 50 mm tall and 380 mm long were cut such that the sides had smooth faces. The 
air voids of the final cut specimens were 7 + 1%. Beam specimens were conditioned at the 
test temperature of 15°C (59°F) for at least two hours prior to testing. The 15°C (59°F) 
temperature was selected, as it represents the intermediate temperature for the Northeast. 


Each beam fatigue test was conducted in strain control mode at a loading frequency of 10 Hz, 
applied using a sinusoidal waveform. Specimens were tested at strain levels of 300 
microstrain (ue), 500u¢, 700pe and 900us. The number of cycles to failure was determined 
by fitting an exponential function to the flexural stiffness versus number of cycles and then 
evaluating the number of cycles that it took to decrease the initial stiffness by 50%. The 
results of the testing are shown in Table 16. 
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Table 16: ARGG Four Point Bending Beam Fatigue Test Results 


Number of Cycles to 50% Initial Stiffness, Nf 
Strain Level, | Control Control + Control + 
Ls 25% RAP 40% RAP 
300 > 4,000,000 3,724,655 2,390,822 
500 572,541 957,959 289,898 
700 544,687 197,625 46,895 
900 25,567 24,984 16,255 

Number of Cycles to 50% Initial Stiffness, Nf 
Strain Level, | Control + Control + Control + 
Ls WMA 25% RAP + 40% RAP + 

WMA WMA 

300 2,946,065 1,759,123 1,526,473 
500 1,366,510 761,263 234,645 
700 196,372 99,901 51,134 
900 21,616 27,026 4,697 


Generally, the beam fatigue results (in strain control mode) indicated that the resistance to 
fatigue cracking of the mixtures decreased with the incorporation of higher amounts of RAP. 
The same trend was also apparent with the incorporation of the WMA technology. 
Furthermore, at each strain level, the number of cycles to failure for the mixtures dropped 
when WMA was incorporated. For the 300, 500 and 700, the drop in the number of cycles 
to failure when WMA was used was up to 50%. For the mixtures incorporating WMA, the 
mixing and compaction temperatures were dropped 17°C (63°F) and 13°C (55°F) 
respectively. This drop in the temperature might have caused the RAP and AR binders not to 
comingle sufficiently, leading to mixtures with hardened aged asphalt binders. Accordingly, 
it is recommended to further investigate and develop a procedure to determine the proper 
allowable drop in temperature for asphalt rubber mixtures that incorporate and/or WMA. 
Also, the type and dose of the WMA technology may have impacted the cracking resistance 
of these ARGG mixtures. The dose utilized may not have been enough to realize the full 
benefit of the WMA technology for the mixtures tested. Further investigations into the 
optimal type and proper dose of the WMA technology are needed. 


5.2.3 Reflective Crack Testing - Overlay Test 


In order to evaluate the resistance of the mixtures to reflective cracking, the mixtures were 
tested in the Texas Overlay Tester (OT). This test is a displacement control test, in which a 
trimmed gyratory compacted specimen is glued with epoxy onto two plates as shown in 
Figure 8. The joint between the plates is located at the midpoint of the specimen length. The 
glued test specimen is placed into the OT device. During testing, one of the plates remains 
stationary while the other is displaced. The moving plate is pulled, thereby opening the joint 
between the plates, to a known displacement. The plate is then pushed back to the original 
location, thereby retuning the joint between the plates to its original position. The opening 
and closing (displacement) of the joint between the plates occurs in 10 seconds (5 seconds to 
open the joint and 5 seconds to close the joint). Each opening and closing motion is one 
cycle. During each cycle the load required to move the plates to the specified displacement is 
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recorded. The device is set to terminate the test when either the load is reduced by a certain 
percentage from the load recorded for the first cycle, or when the sample reaches a specific 
number of cycles without reaching the required load reduction. 


Figure 8: Specimen Setup in Overlay Test (OT) Device 


For this study, the Texas Department of Transportation (TxDOT) specification (Tex-248-F) 
for testing bituminous mixtures with the OT (38) was followed. Specimens were then 
fabricated in the SGC and then trimmed. The air void level of the trimmed specimens was 
7.0+1.0%. 


All mixtures for this study were tested with a joint opening (displacement) of 0.06 cm (0.025 
in), a test temperature of 15°C (59°F) and a failure criteria of 93% reduction in the load 
measured during the first cycle or 1,200 cycles (whichever occurs first). The average results 
of the testing are shown in Table 17. Generally, mixtures exhibiting more cycles to failure 
exhibit more cracking resistance. 


Table 17: ARGG Overlay Test Results 


Mixture Average OT Cycles 
to Failure 
Control 351 
25% RAP 43 
40% RAP 54 
Control + 1% WMA 275 
25% RAP + 1% WMA 64 
40% RAP + 1% WMA 21 


Generally, the results from the OT test indicated that the reflective cracking resistance of the 
mixture decreased with the incorporation of higher amounts of RAP (except for the 40% 
RAP mixture which performed slightly better than the 25% RAP mixture). The same trend 
was apparent regardless of whether or not the mixture incorporated WMA technology. This 
trend was similar to the beam fatigue tests; however, it was opposite to the trend observed in 
push-pull fatigue tests. The reason for the push-pull tests showing a different trend than the 
overlay tester and the beam fatigue is unknown. 
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Comparing the results for the mixtures with and without the WMA technology, a slight 
improvement in the reflective cracking resistance was noted for the 25% RAP mixture with 
the WMA technology. Conversely, a slight reduction in the reflective cracking resistance was 
noted for the control and 40% RAP mixtures. These data agree with the results of the beam 
fatigue and SCB testing which showed a reduced cracking resistance for the mixture 
incorporating WMA. Overall, the results indicated that mixtures incorporating RAP were 
more susceptible to reflective cracking as compared to the control mixtures. 


5.2.4 Moisture Susceptibility & Rutting - Hamburg Wheel Tracking Device (HWTD) 


The mixtures in this study were evaluated for their rutting and moisture susceptibility to 
determine if high RAP content and/or the WMA technology had any effect on their 
performance. It is not known how the use of asphalt rubber, RAP and WMA technology 
affects mixture moisture susceptibility. Previous research (27, 39) has suggested that the 
addition of a WMA technology may increase the moisture susceptibility of conventional 
mixtures. Therefore, in order to understand the performance of these mixtures, they were 
subjected to moisture susceptibility testing ina HWTD. 


Testing was conducted in accordance with AASHTO T324 “Hamburg Wheel-Track Testing 
of Compacted Hot-Mix Asphalt (HMA)” (9). The test is utilized to determine the failure 
susceptibility of the mixture due to weakness in the aggregate structure, inadequate binder 
stiffness or moisture damage (9). In this test, the mixture is submerged in heated water 
(typically 40-50°C) and subjected to repeated loading from a 705N steel wheel. As the steel 
wheel loads the specimen, the corresponding rut depth of the specimen is recorded. The rut 
depth versus numbers of passes of the wheel is plotted to determine the SIP as shown 
previously in Figure 4. The SIP gives an indication of when the test specimen begins to 
exhibit stripping (moisture damage). Gyratory specimens were fabricated using the SGC to 
an air void level of 7.0 + 2.0% as required by AASHTO T324. Testing was conducted at a 
test temperature of 50°C (122°F). The specimens were tested at a rate of 52 passes per minute 
after a soak time of 30 minutes at the test temperature. Testing terminated at 20,000 wheel 
passes or when visible stripping was noted. Table 18 shows the results of the moisture 
susceptibility testing. All mixtures passed the moisture susceptibility testing in the HWTD 
and had an average total rut depth at the end of each test less than 1.10 mm (0.043 in). 


Table 18: ARGG Moisture Susceptibility and Rutting HWTD Test Results 


Stripping Average Rut | Average Rut 
Mixture Inflection Devel of Depeh at 
Point 10,000 20,000 

Cycles (mm) | Cycles (mm) 
Control NONE 0.88 1.09 
25% RAP NONE 0.41 0.51 
40% RAP NONE 0.23 0.28 
Control + 1% WMA NONE 0.45 0.65 
25% RAP + 1% WMA NONE 0.14 0.23 
40% RAP + 1% WMA NONE 0.85 0.96 


NONE = Mixture passed 20,000 cycle test with no SIP. 
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5.2.5 Mixture Workability — Asphalt Workability Device (AWD) 


Because of the potential decrease in mixture workability due to the incorporation of RAP in 
the mixtures, workability evaluations of each of the mixtures were completed. These 
evaluations were conducted using a HMA workability device developed by the University of 
Massachusetts Dartmouth Highway Sustainability Research Center (HSRC). This device is 
known as the Asphalt Workability Device (AWD) and has been used previously to evaluate 
high percentage RAP mixtures as well as mixtures incorporating WMA additives (7,27). 


The AWD operates on the torque measurement principles that have been previously 
established (40). The AWD rotates the loose HMA mixture at a constant speed (15 rpm for 
this study) and separately records the resultant torque exerted on a pug mill style paddle shaft 
embedded into the mixture. Concurrently, the surface and internal temperatures of the 
mixture are recorded. As the mixture cools in ambient conditions, the torque exerted on the 
shaft increases, thereby giving an indication of the workability of the mixture at different 
temperatures. 


Each of the mixtures in this study was mixed and aged (four hours) at the mixing and 
compaction temperatures previously outlined, respectively. After completion of aging, the 
loose mixture was tested in the AWD. 


From the AWD test data for each mixture, a best fit exponential line was fitted to the raw 
data. This fit line was then utilized to develop a model curve plotted over the AWD test 
temperature range in which torque and temperature data were collected. This temperature 
range included the anticipated field placement and compaction temperatures of the mixture. 
The model curves are shown in Figure 9. Note that mixtures exhibiting lower torque values 
are considered more workable. 


Figure 1: ARGG Workability Test Results 
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The data for the mixtures without the WMA technology showed the expected trend: as the 
amount of RAP incorporated into the mixture was increased there was a corresponding 
decrease in mixture workability (i.e., increase in torque) over the temperatures tested. The 
mixtures with the WMA technology, for the majority, showed the same trend with the 
exception of the control with WMA at higher temperatures, which showed marginally higher 
torque vales than the 25% and 40% RAP mixtures. Overall, comparison of the mixtures with 
and without WMA indicated that the addition of the WMA greatly improved the workability 
of the mixtures with RAP to a level similar to the control mixture without RAP and WMA. 


5.3 Thin Lift Mixtures with High RAP, RAS, 
and/or WMA for Pavement Preservation 


5.3.1 Stiffness - Dynamic Modulus 


Complex dynamic modulus |E*| testing was conducted to determine changes in mixture 
stiffness due to the incorporation of RAP, RAS and/or the WMA technology. Test 
specimens were placed in the AMPT device and subjected to a sinusoidal (haversine) axial 
compressive stress at the different temperatures and frequencies. The resultant recoverable 
axial strain (peak-to-peak) was measured. From this data the dynamic modulus was 
calculated. 


Three replicate dynamic modulus specimens were fabricated in the SGC for each mixture at a 
target air void level of 7.0 + 1.0%. Each specimen was subsequently prepared for dynamic 
modulus testing in AMPT in accordance with AASHTO TP62 “Standard Method of Test for 
Determining Dynamic Modulus of Hot-Mix Asphalt (HMA)” (30) and the draft specification 
provided in NCHRP Report 614 “Proposed Standard Practice for Preparation of Cylindrical 
Performance Test Specimens Using the Superpave Gyratory Compactor” (41). Each 
specimen was tested at temperatures of 4°C (39°F), 20°C (68°F), and 35°C (95°F) and 
loading frequencies of 10 Hz, 1 Hz, 0.1 Hz and 0.01 Hz (35°C only) (41). The results of the 
dynamic modulus testing are shown in Figures 10 through 12. 
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Figure 10: Dynamic Modulus Comparison — Thin Lift Control & 40% RAP 
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Figure 2: Dynamic Modulus Comparison — Thin Lift Control & 35% RAP + 5% RAS 
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Figure 3: Dynamic Modulus Comparison — Thin Lift Control + 5% RAS 


10,000 


@ Control 
@ Control + 1% WMA 
05% RAS 


s, ksi 


-1,000 
5% RAS + 1% WMA 


va 
SI 


Average Dynamic Modulu 


NANANANANAANAANAANARAANAAT 


5 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 
y 


KAN AANANAAAAAAAAAAAAS 


INNANAANAAANSS 
MANANAAAAAAANAAN 


AAAAANAD 
KNANANNS 


The error bars on the dynamic modulus results shown in Figures 10 through 12 are 95% 
confidence intervals. Error bars that overlap indicate that the modulus values are not 
significantly different. The results indicated, for the majority, that the addition of 40% RAP 
and 35% RAP + 5% RAS increased the mixture stiffness significantly as compared to the 
control. The 5% RAS mixture did not show a significant increase in mixture stiffness. This 
may be attributed to a lower percentage of binder being replaced for this mixture. 
Comparing the results for the mixtures with and without the WMA technology indicated, for 
all mixtures tested, that the mixture stiffness decreased for the mixtures incorporating the 
WMA technology. This is likely a result of less aging due to reduced mixing and 
compaction (aging) temperatures. 


5.3.2 Reflective Crack Testing - Overlay Test 


Because the mixture stiffness increased due to the increased amount of RAP and/or RAS in 
the mixtures, these mixtures could be more susceptible to reflective cracking. Therefore, all 
mixtures were tested for their reflective cracking resistance utilizing the OT. 

The OT is a device designed to evaluate the cracking potential of asphalt mixtures. The 
device applies tension loading to the test specimen while recording load, displacement, 
temperature and time (38). Research studies have been conducted that outline the use of this 
device for evaluating cracking susceptibility of asphalt mixtures (42, 43). 
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Trimmed gyratory specimens for this test had an air void level of 7.0 + 2.0% as required in 
the TxDOT specification Tex-248-F (38). Specimens without the WMA technology were 
mixed at 144°C (291°F) and then aged four hours at the compaction temperature of 132°C 
(270°F). All specimens containing the WMA technology were mixed at 124°C (255°F) and 
then aged four hours at the compaction temperature of 112°C (235°F). 


The TxDOT specification (Tex-248-F) was followed for testing the mixtures with the OT 
(38). Mixtures for this study were tested with a joint opening (displacement) of 0.06 cm 
(0.025 in), test temperature of 15°C (59°F) and a failure criteria of 93% reduction in the load 
measured during the first cycle or 1,200 cycles (whichever occurred first). The results of the 
testing are shown in Table 19. Generally, mixtures exhibiting more cycles to failure exhibit 
more cracking resistance. 


The OT test results indicated that the mixtures incorporating RAP and/or RAS reduced the 
reflective cracking resistance of the mixture as compared to the control. The trend was 
consistent between mixtures with and without the WMA technology as the reflective 
cracking resistance decreased as the amount of RAP and/or RAS in the mixture increased. 
Finally, it was shown that mixtures incorporating the WMA technology had less of a 
reduction in the reflective cracking resistance. This is likely a result of less aging (due to the 
reduced mixing and compaction temperatures) and therefore less mixture stiffness. 
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Table 19: Thin Lift Overlay Tests Results 


Average OT Standard 
Mixture Cycles to Devianon 
Failure efor 
Results 
Control 1,004 278 
40% RAP 3 1 
5% RAS 308 102 
35% RAP + 5% RAS 22 5 
Control + 1% WMA 936 373 
40% RAP + 1% WMA 143 91 
5% RAS + 1% WMA 297 124 
35% RAP + 5% RAS + 1% WMA 63 29 


5.3.3 Low Temperature Cracking Resistance - Asphalt Concrete Cracking Device 
(ACCD) 


It is generally expected that the resultant binder in mixtures with RAP and/or RAS will be 
stiffer than the binder in mixtures with no recycled materials. The low temperature cracking 
resistance of asphalt mixtures is highly dependent on the stiffness of the binder; hence, the 
mixtures were tested to determine their low temperature cracking characteristics using the 
Asphalt Concrete Cracking device (ACCD). 


The ACCD operates on the basic principle that as the temperature of the specimen is 
lowered, the asphalt mixture attempts to contract. This contraction is prevented by the 
presence of the ACCD ring, which causes tensile stress in the sample and corresponding 
compression in the ACCD ring. This stress continues to accumulate until the specimen 
breaks. A plot of data collected during the tests (strain resulting from the thermal tensile 
stress on the ACCD ring versus temperature) is utilized to determine the cracking 
temperature of the mixture. A more thorough explanation of the ACCD, corresponding 
specimen preparation and data analysis is available in previous research (44, 45). 


For this study, two ACCD specimens per mixture were compacted. The target air voids 
content of the specimen was 9 + 1% which was consistent with previous research (44). Table 
20 presents the low temperature cracking results for all the mixtures tested using the ACCD. 
The inclusion of RAP, RAS or RAP and RAS in the mixtures did not change the low 
temperature cracking dramatically. As compared to the control mixtures, the difference in 
cracking temperature was within 1 - 2°C (34 - 36°F). The same was observed for the 
mixtures incorporating the WMA technology. Overall, the ACCD results indicated that the 
use of the recycled materials, at the percentages tested, with and without the WMA 
technology did not have an adverse effect on the low temperature characteristics of the 
mixtures. 
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Table 20: Thin Lift ACCD Test Results 


ACCD 
Mixture Cracking 
Temperature 
Control -38.5°C (-37.3°F) 
40% RAP -37.0°C (-34.6°F) 
53% RAS -38.8°C (-37.8°F) 
35% RAP + 5% RAS -37.0°C (-34.6°F) 
Control + 1% WMA -39.3°C (-38.7°F) 
40% RAP + 1% WMA -39.8°C (-39.6°F) 
9% RAS + 1% WMA -40.5°C (-40.9°F) 
35% RAP + 5% RAS + 1% WMA -39.3°C (-38.7°F) 


5.3.4 Moisture Susceptibility Testing - Hamburg Wheel Tracking Device (HWTD) 


The HWTD was used to measure the effects of high RAP content and/or RAS or WMA 
technology on the moisture susceptibility of the mixtures. Previous research (27) has 
suggested that moisture susceptibility might be a concern for WMA mixtures. Therefore, in 
order to understand the performance of these mixtures, they were subjected to moisture 
susceptibility testing in the HWTD. 


Testing was conducted in accordance with AASHTO T324 “Hamburg Wheel-Track Testing 
of Compacted Hot-Mix Asphalt (HMA)” (9). Test specimens were fabricated to 7.0 + 2.0% 
air voids. Specimens without the WMA technology were mixed at 144°C (291°F) and then 
aged four hours at the compaction temperature of 132°C (270°F). All specimens containing 
the WMA technology were mixed at 124°C (255°F) and then aged four hours at the 
compaction temperature of 112°C (234°F). In this test, a steel wheel loads the specimen and 
the corresponding rut depth is recorded. The rut depth versus numbers of passes of the wheel 
is plotted to determine the SIP. The SIP gives an indication of when the test specimen begins 
to exhibit stripping (moisture damage). 


Testing in the HWTD was conducted at a test temperature of 40°C (104°F). This temperature 
was selected over 50°C (122°F) due to the fact that a lower PG binder grade virgin binder 
(PG52-28) was utilized. The specimens were tested at a rate of 52 passes per minute after a 
soak time of 30 minutes at the test temperature. Testing terminated at 20,000 wheel passes or 
until visible stripping was noted. Table 21 shows the results of the moisture susceptibility 
testing. 
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Table 21: Thin Lift HWTD Tests Results 


: Stripping 
ature Inflection Point 
Control 16,800 
40% RAP NONE 
5% RAS NONE 
35% RAP + 5% RAS NONE 
Control + 1% WMA 6,200 
40% RAP + 1% WMA NONE 
5% RAS + 1% WMA 9,800 
35% RAP + 5% RAS + 1% WMA NONE 


For mixtures without WMA technology, the results indicated that mixtures containing RAP 
and/or RAS without WMA technology performed better than their corresponding control 
mixtures. The reason for the failure of the control mixture was likely a result of the softer 
PG52-28 binder that was utilized in the mixture design. The remaining mixtures passed the 
tests. This indicated there was a degree of blending between the stiffer binder in the RAP 
and/or RAS with the virgin binder added, thus increasing the overall mixture stiffness. 

The control mixture and 5% RAS with WMA technology did not perform as well as the same 
mixture without the technology. Overall, the data suggested that the 40% RAP and 35% + 
5% RAS mixtures passed the test with and without the WMA technology and at a reduced 
mixing and compaction temperature. 


5.3.5 Extracted Binder Performance Grade 


The binder for each mixture was extracted, recovered and graded in accordance with 
AASHTO 1T164, T170 and R29 respectively. The results of this grading are shown in Table 
22; 


Table 22: Extracted Binder Grading Results 


Mixture Continuous Grade PG Grade 

Control 62.2-31.2 58-28 
40% RAP 72.4-27.9 70-22 
5% RAS 65.6-32.2 64-28 
35% RAP + 5% RAS 77.5-25.9 76-22 
Control + 1% WMA 56.4-32.6 52-28 
40% RAP + 1% WMA 64.2-30.9 64-28 
5% RAS + 1% WMA 60.9-32.7 58-28 
35% RAP + 5% RAS + 1% 

WMA 71.1-27.9 70-22 
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The results indicated that RAP or RAS improved the high temperature grade of the extracted 
binder for all the mixtures tested with or without WMA technology. This improvement was 
as much as three full grades for the mixtures without WMA technology (control PG58-28 vs. 
35% RAP + 5% RAS PG76-22) and mixtures with WMA technology (control PG52-28 vs. 
35% RAP + 5% RAS PG70-22). Correspondingly, the results indicated that the low 
temperature grade of the extracted mixture binder either remained the same as the control 
(PGXX-28) or was reduced by one full grade to a PGXX-22. These low temperature 
reductions typically occurred at higher amounts of RAP and/or RAS. Comparing the results 
for the mixtures with and without WMA technology showed reduced high temperature 
grades for all the mixtures tested as compared to the mixtures without WMA technology. 
This indicated that the reduced mixing and aging temperatures for the mixture with WMA 
technology reduced the amount of binder aging (stiffening). Overall, the data indicated that 
the addition of RAP and/or RAS to the mixtures improved the high temperature grade of the 
binder by up to three temperature grades while maintaining the low temperature grade or 
reducing it by one grade. 
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6.0 Pilot Specifications/Protocols Developed Based 
on the Research 


Based on this research, pilot specification and protocols for use by MassDOT were 
developed. 


6.1 Superpave 9.5 mm Green Sustainable 
High Performance Thin Overlay 
(GSHPThinOL) Specification 


A pilot specification for a 9.5 mm Green Sustainable High Performance Thin Overlay 
(GSHPThinOL) was developed. This GSHPThinOL is intended to be a pavement 
preservation strategy used to extend a pavement’s service life without improving its 
structural capacity. This mixture is a preventive maintenance strategy that can be applied to 
pavements in good condition that do not require structural rehabilitation. The GSHPThinOL 
should have a final thickness of 0.75 to 1.5 inches (19.0 mm to 37.5 mm). The composition 
of the mixture shall incorporate a rubber modified asphalt binder and up to 40% RAP can be 
included in the mixture. 


The pilot specification shown in the Appendix (Section 9.1) addressed: surface preparation, 
material properties (binder, aggregate, tack coat), mixture design requirements, RAP testing 
requirements, performance criteria for the asphalt binder in terms of thermal cracking and 
mixture performance criteria in terms of reflective cracking, thermal cracking, fatigue 
cracking and rutting. 


6.2 Sampling and Testing Protocols for 
Warm Mix Asphalt Mixtures in 
Massachusetts 


Due to the increasing number of WMA technologies on the market and those already being 
utilized, MassDOT requested that a protocol be developed to evaluate new and existing types 
of WMA technologies. Therefore, a protocol entitled “Sampling and Testing Protocols for 
Warm Mix Asphalt Mixtures in Massachusetts” was developed. 


As shown in the Appendix (Section 9.2), the protocol addresses aggregate sampling and 
testing requirements, binder sampling and testing requirements, WMA additive sampling 
requirements, mixture performance testing requirements, mixture production information 
required, procedures for loose mix sampling, loose mix reheating, plant compacting of 
samples and collection of field cores. 
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7.0 Discussion of Results 


7.1 Effect of Temperature & Time on the 
Moisture Susceptibility of WMA Mixtures 


The focus of this portion of the study was to measure the effect of aging time and 
temperature on the moisture susceptibility of different WMA mixtures using the HWTD and 
ESR. Based on the data, the following observations were made: 


1. The results of the moisture susceptibility testing in the HWTD indicated that 
performance of the control and WMA mixtures improved as the aging time increased. 


2. Mixtures failing the HWTD test at the intermediate and low temperatures were retested 
with the incorporation of anti-strip agents (chemical and hydrated lime). The results 
indicated, for the majority, that the moisture susceptibility performance of the control 
and WMA mixture improved due to the anti-strip. This finding indicates that it is 
possible for a WMA mixture’s susceptibility to moisture damage to be remedied with 
the addition of anti-strip additives. 


3. Dynamic modulus testing was conducted on control and WMA mixtures aged at the 
129°C (265°F) and 113°C (235°F) temperature levels with 4 and 8 hour aging periods. 
This testing was conducted to assess any reduction in stiffness associated with moisture 
damage. For the majority, the WMA mixtures had a larger ESR ratio at the 113°C 
(235°F) for both aging periods relative to the 129°C (265°F). This trend requires 
further investigation to determine its cause and potential applicability to other WMA 
mixtures. Furthermore, the mixtures with Advera and Evotherm had a substantial 
increase in their ESR at 113°C (235°F) in comparison to 129°C (265°F). The cause of 
this occurrence requires further investigation. Overall, the ESR results at the lower 
temperature that is typically associated with WMA mixture placement showed that 
WMA mixtures performed similarly to the control mixture. 


7.2 Performance Characteristics of Asphalt 
Rubber Gap Graded (ARGG) Mixtures with 
RAPand/or WMA 


Based on the research conducted to design and evaluate an ARGG mixture that incorporated 
high RAP content and a WMA technology, the following observations were made: 


1. For the majority, an ARGG control mixture incorporating RAP (25% and 40%) with 
and without a WMA technology was able to be developed and met the desired 
volumetric specifications. However, the amount of time the RAP was heated prior to 
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specimen mixing had a significant effect on the mixture volumetrics. A four hour 
heating time was recommended. 


. The dynamic modulus and mixture master curve data indicated that an addition of 25% 
and 40% RAP to the control mixture resulted in an increase in mixture stiffness at 20°C 
and 40°C (68°F and 104°F). This stiffness increase was mitigated through the use of the 
WMA technology and corresponding reduced aging temperatures. The addition of the 
WMA technology to the control mixture had little to no effect on the mixture’s 
stiffness. 


. Generally, the results of the beam fatigue tests in strain control indicated that the 
resistance to fatigue cracking of the mixtures decreased with the incorporation of 
higher amounts of RAP. The same trend was also apparent with the incorporation of a 
WMA technology. 


. Reflective cracking test results from the OT indicated that mixtures incorporating 25% 
and 40% RAP were more susceptible to reflective cracking as compared to the control 
mixtures. For the RAP mixtures, the addition of the WMA technology did not yield a 
better reflective cracking resistance. 


. The addition of any percentage of RAP and/or the addition of the WMA technology to 
the ARGG control mixture had no significant impact on the moisture susceptibility or 
rutting potential of the mixture. 


. The workability evaluation indicated that as the amount of RAP incorporated into the 
ARGG control mixture was increased there was a corresponding decrease in mixture 
workability. Comparison of the mixtures with and without the WMA technology 
indicated that the addition of the WMA greatly improved the workability of the ARGG 
control mixtures with RAP to a level similar to the ARGG control mixture without 
RAP or WMA. Therefore, the use of a WMA technology should be considered when 
field compactability may be an issue with these types of mixtures. 


. It is recommended to further investigate and develop a procedure to determine the 
proper drop in temperatures for asphalt rubber mixtures that incorporate WMA, as the 
temperature drop may have been a contributing factor to the reduced cracking 
performance of the mixture incorporating WMA technology. 


. Overall, the data indicated that high amounts of RAP and/or the use of WMA 
technology may reduce the cracking resistance of the ARGG mixture. The addition of 
RAP and/or WMA did not negatively impact the moisture susceptibility or rutting of 
the mixture. The workability of the mixtures was improved when using the WMA 
technology. Further investigations are needed to validate these results with different 
types of AR binders and WMA technologies. 
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7.3 Thin Lift Mixtures with High RAP, RAS, 
and/or WMA for Pavement Preservation 


Based on the research conducted to design and evaluate thin lift mixtures for pavement 
preservation that incorporate high RAP content, RAS and WMA technology, the following 
observations were made: 


1. Superpave 9.5 mm mixtures were able to be designed that incorporated high RAP 
content, RAS, high RAP content and RAS and redesigned incorporating a wax-based 
WMA technology. These mixtures met the Superpave 9.5 mm gradation and 
volumetric requirements. 


2. Dynamic modulus testing indicated that the incorporation of high RAP content and/or 
RAS caused an increase in the stiffness of the mixtures. The stiffness increase was 
significant for the 40% RAP and 35% RAP + 5% RAS mixtures with and without 
WMA technology. Mixtures incorporating the WMA technology showed generally 
lower dynamic modulus values than the mixture without the technology. This was 
likely due to less mixture aging for the WMA technology mixture due to reduced 
mixing and compaction (aging) temperatures. Overall, the mixture dynamic modulus 
data agrees with the percent binder replacement value calculated, as the 40% RAP and 
35% RAP + 5% RAS mixtures had larger amounts of binder replaced (39.9% and 
49.8% respectively) and therefore would be expected to exhibit higher mixture 
stiffness. 


3. Reflective cracking results obtained from the OT indicated that mixtures incorporating 
the RAP and/or RAS had reduced reflective cracking resistance as compared to the 
control. The addition of the WMA technology increased the reflective cracking 
resistance of the mixtures, but these mixtures also did not exhibit the same performance 
as the control mixture with the WMA technology. 


4. Low temperature cracking resistance test results indicated that the addition of RAP, 
RAS and/or WMA technology did not have a negative impact on the low temperature 
performance of the mixtures as compared to the control. 


5. Moisture susceptibility results indicated, for the majority, that the mixtures 
incorporating RAP and/or RAS had improved moisture susceptibility relative to the 
control mixtures. Additionally, mixtures incorporating WMA technology showed 
similar performance improvements over the control mixture with WMA technology. 


6. Binder grading performed on extracted mixture binder indicated that the addition of 
RAP and/or RAS to the mixtures, at the percentages used in this study, improved the 
high temperature grade of the binder by up to three temperature grades while 
maintaining the low temperature grade or reducing it by one grade. The addition of 
WMA technology to the mixtures helped reduce the magnitude of the changes in the 
binder grade which is likely a result of the reduced aging experienced for these 
mixtures. 
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7. Overall, the results indicated that mixtures incorporating RAP and/or RAS performed 
similarly to the control mixtures except for reflective cracking resistance. This 
suggests that further research is needed to investigate the use of a polymer modified 
binder or another binder that can add elasticity to these mixtures. 
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9.0 Appendices 


9.1 Superpave 9.5 mm Green Sustainable 
High Performance Thin Overlay 
(GSHPThinOL) Specification 


Date XX/XX/XX 


Superpave 9.5 mm Green Sustainable High Performance Thin Overlay 
(GSHPThinOL) Specifications 


Description 
A Superpave 9.5 mm Green Sustainable High Performance Thin Overlay (GSHPThinOL) is 


a pavement preservation strategy used to extend a pavement’s service life without improving 
its structural capacity. This mixture is a preventive maintenance strategy that can be applied 
to pavements in good condition that do not require structural rehabilitation. The 
GSHPThinOL ranges from 0.75 to 1.5 inch (19.0 mm to 37.5 mm) in thickness. 


Composition of the mixture for the GSHPThinOL shall be coarse aggregate, fine aggregate, 
mineral filler (if needed) and a rubber modified asphalt binder. Also, up to 40% RAP can be 
included in the mixture. The mixture without RAP and the mixture with RAP will be 
designated as mixtures A and B, respectively. Both mixtures will incorporate a WMA 
technology that incorporates a rejuvenator. 


Surface Preparation of Existing Pavement 

It is recommended that the existing pavement surface be prepared as outlined in NAPA 
Information Series 135 Table 1 “Suggested Approaches to Surface Preparation Prior to Thin 
Overlay Based on Distresses.” 


Materials 
All materials must be approved by the agency prior to production and placement of the 
GSHPThinOL. 


Rubber Modified Asphalt Binder 


The rubber modified asphalt binder shall have a high temperature performance grade equal to 
or higher than the one specified by the state or region were the GSHPThinOL will be placed. 
The low temperature performance grade will be one grade colder than specified by the state 
or the region were the GSHPThinOL will be placed. For example, if a state specifies a PG 
64-22, the high temperature performance grade for the GSHPThinOL will be a PG64 or 
higher and low temperature performance grade will be a PGXX-34 or colder. The asphalt 
supplier shall provide testing in accordance with AASHTO R29 “Grading or Verifying the 
Performance Grade of an Asphalt Binder” Section 6.0 — Test Procedure for Grading an 
Unknown Asphalt Binder and AASHTO M320 to verify the performance grade of the asphalt 
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binder. Additionally, the modified asphalt binder shall be tested in the Asphalt Binder 
Cracking Device (ABCD) to determine the thermal cracking temperature of the binder. The 
thermal cracking temperature of the binder shall be equal to or colder than the low 
temperature performance grade of the binder. 


Aggregate 

The aggregate blend for the GSHPThinOL shall meet the entire Superpave aggregate 
consensus properties requirement list in Table 5 of AASHTO M323 “Superpave Volumetric 
Mix Design” and the source property requirements noted in Table 23. The aggregate blend 
shall be classified as coarse or fine as outlined in AASHTO M323 Section 6.1.3 — Gradation 
Classification. 


Table 23: Superpave Source Property Requirements 


Test Applicable Method Limitations 

LA Abrasion, % loss AASHTO T96 or ASTM 40% max. 
C131 

Sodium Sulfate Soundness, | AASHTO T104 or 16% max. 

% loss ASTM C88 


Mineral Filler 
Mineral filler, if necessary, in addition to that naturally present in the aggregate, shall meet 
the requirements of AASHTO M17 or ASTM D242. 


Tack Coat 
Tack coat shall either be polymer modified emulsion or the performance grade asphalt binder 
specified by the state DOT suitable for the location where the mixture will be placed. 


Job Mix Formula 
The GSHPThinOL mixture shall be a Superpave 9.5 mm mixture conforming to the 
gradation and asphalt binder content requirements detailed in Table 24. 


Table 24: Mixture Requirements for a GSHPThinOL 


; F ‘ Percent by Mass Production 

Sieve Designation : 
Passing Tolerances 

12.5 mm (1/2”) 100 +6 
9.5 mm (3/8”) 90 — 100 +6 
4.75 mm (#4) < 90 +6 
2.36 mm (#8) 32 — 67 +4 
0.075 mm (#200) 2-10 +1 
Asphalt Binder % Min. 6.5 + 0.3 
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AASHTO R35 “Standard Practice for Superpave Volumetric Design for Hot-Mix Asphalt” 
shall be used to develop a mixture that will meet the specified design criteria in accordance 
with AASHTO M323 “Standard Specification for Superpave Volumetric Mix Design.” A 
copy of all design test data used in developing the mix design, including graphs, shall be 
submitted with the mixture design. The job mix formula shall establish the percentage of 
aggregate passing each sieve and the percentage of polymer modified binder to be added to 
the aggregate. Also, all mixtures shall meet the volumetric properties outlined in AASHTO 
M323 Table 6. No change in the job-mix formula may be made without prior written 


approval. 


In addition to the criteria previously noted, the mixture will satisfy the following criteria 
outlined in Table 25 and Table 26, depending on whether or not RAP is included in the 


mixture. 


Table 25: Mixture A (No RAP) 


Property 


Device/Test 


Criteria 


Thermal cracking 
temperature of the 
modified asphalt 
binder 


Asphalt Binder Cracking Device 
(ABCD) 


Equal to or colder than the low 
temperature performance grade 
of the binder 


Thermal cracking 
temperature of 
extracted binder 
from the mixture 


Asphalt Binder Cracking Device 
(ABCD) 


+ one grade from the low 
temperature performance grade 
of the binder 


Thermal cracking 
temperature of 
mixture 


Cracking 


Thermal Stress Restrained 
Specimen Tensile Strength Test 


Overlay Test -TxDOT Test 
Designation Tex-248-F 


+ 6°C from the low 
temperature performance grade 


(TSRST) - AASHTO TP10-93 


of the binder 

Mixtures shall exhibit average 
overlay test cycles to failure 
(93% load reduction) > 300 


Fatigue Life* 


Flexural Beam - AASHTO T321 


=100,000 cycles 


Rutting 


Hamburg Wheel Tracking 
Device at 45°C - AASHTO TP 
324 


Average rut depth is < 12.5 
mm at 10,000 loading cycles 


*It is preferred that the strain level should be equal to the strain in the existing HMA layer or 
alternatively use a strain level in the range of 1200 to 300 micro strain. 
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Table 26: Mixture B (If RAP is included in the mixture) 


Property 


Device/Test 


Criteria 


Thermal cracking 
temperature of the 
modified asphalt 
binder 


Asphalt Binder Cracking Device 
(ABCD) 


Equal to or colder than the low 
temperature performance grade 
of the binder 


Thermal cracking 
temperature of 
extracted binder 
from the mixture 


Asphalt Binder Cracking Device 
(ABCD) 


+ one grade from the low 
temperature performance grade 
of the binder 


Thermal cracking 
temperature of 
mixture 


Cracking 


Thermal Stress Restrained 
Specimen Tensile Strength Test 
(TSRST) - AASHTO TP10-93 


Overlay Test -TxDOT Test 
Designation Tex-248-F 


+ 6°C from the low 
temperature performance grade 
of the binder 

Mixtures containing RAP shall 
exhibit average overlay test 
cycles to failure (93% load 
reduction) within + 10% of 
the overlay test cycles to 
failure of control specimens 
without RAP [minimum of 
three test specimens per 
mixture] 


Fatigue Life* 


Flexural Beam - AASHTO T321 


2100,000 cycles 


Rutting 


Hamburg Wheel Tracking 
Device at 45°C - AASHTO TP 
324 


Average rut depth is < 12.5 
mm at 10,000 loading cycles 


*It is preferred that the strain level should be equal to the strain in the existing HMA layer or 
alternatively use a strain level in the range of 1200 to 300 micro strain. 


Reclaimed Asphalt Pavement (RAP) 


The amount of RAP in the mixture will be limited to 40% RAP or the amount of RAP 
corresponding to 1% binder replaced, whichever is less. The percent binder replaced shall be 
calculated by the following equation: 


Binder Replacement, % = 


(Percent Binder in the RAP) x (Percent RAP in Mixture) 


Total Percent Binder in Mixture 


Fractionated RAP is preferred, but not required. RAP shall be clean and free of all foreign 
material. The maximum size of RAP should correspond to the NMAS used in the mixture 
(9.5mm). All volumetric properties are the same as for the mixture without RAP (mixture 


A). 
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Extensive testing of the RAP material shall be completed prior to the mixture design. Copies 
of all test results must be submitted with the GSHPThinOL mixture design for the Job Mix 
Formula (JMF) approval. No material may be added to the RAP stockpiles after the requisite 
testing samples have been taken. Table 27 outlines the required RAP testing and the 
corresponding number of replicates (random sampling shall be used throughout). 


Table 27: Required RAP Testing 


i Number of 
Test Applicable Method Replicates 
. AASHTO T308 (Ignition Oven) 
Pinger Content or AASHTO T164 (Centrifuge) _| 4 
Replicates 
sufficient to 
Extraction and Recovery of | AASHTO T319 (Rotovap) or provide quantity 
RAP Binder T170 (Abson) adequate for 
subsequent 
binder testing 
Determine HeOuManes _. | AASHTO RO Seeriona0 4 


Grade of Extracted Binder 
Recovered RAP Aggregate 
Gradation 

Specific Gravity of 
Recovered RAP AASHTO T84 & T85 4 
Aggregates 

Maximum Theoretical 
Specific Gravity of RAP 


AASHTO T11 & AASHTO T27_ | 4 


AASHTO T209 4 


No changes in the source, location or type of RAP will be permitted once the JMF has been 
approved. 
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9.2 Sampling and Testing Protocols for 
Warm Mix Asphalt Mixtures in 
Massachusetts 


Sampling and Testing Protocols for Warm Mix Asphalt Mixtures in 
Massachusetts 


The required sampling and testing protocols for WMA mixtures (and corresponding HMA 
mixtures to be used for comparative purposes) for MassDOT projects are outlined in this 
document. These sampling and testing protocols shall be performed during the development 
of the mixture design in the laboratory and on specimens fabricated from reheated mixture 
collected during production. Field cores should also be tested periodically after the WMA 
mixture has been in service for one year. 


I. Aggregates 


Sampling: 
Each aggregate stockpile shall be sampled by the contractor in accordance with AASHTO T2 


“Sampling of Aggregates.” It is also recommended that one (1) 55-gallon drum of each 
aggregate stockpile utilized in each mixture be sampled and retained by the contractor for 
any future testing requirements (if necessary). 


Testing: 
The tests to be completed for each aggregate stockpile are summarized in Table 28 as 


follows: 
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Table 28: Aggregate Stockpile Tests 


Aggregates 
Test/Test Test ‘ 
Parameter Method/Reference oe OLS 
Testing to 
Materials Finer than 75-um (No. 200) be 
Wet Wash AASHTO T11 Sieve in Mineral Aggregates by Completed 
Washing by the 
Contractor 
Testing to 
: ; : : be 
rae as AASHTO T27 pehsen ee of Fine and Coarse Completed 
by the 
Contractor 
Testing to 
Bulk Specific AASHTO T84 Specific Gravity and Absorption of Fine be 
Gravity / AASHTO T85 Aggregate/Specific Gravity and Completed 
Absorption Absorption of Coarse Aggregate by the 
Contractor 
Testing to 
Moisture AASHTO T255 Total Evaporable Moisture Content of Bee j 
Content Aggregate by Drying 
by the 
Contractor 
ae 60 Codes pee ee ene wi anity Testing to 
Superpave Method A Uncompacted Voids in Fine Aggregate he 
Consensus Flat and Elongated Particles 
and Source pene es Sand Equivalent Compleed 
Properties cae prenc ane LA Abrasion py ne 
AASHTO T96 Gandia Contractor 
AASHTO T104 


II. Asphalt Binder 


Sampling: 


The asphalt binder used in the production of the WMA and HMA mixtures shall be sampled 
by the contractor in accordance with AASHTO T40 “Sampling Bituminous Materials.” This 
sampling shall include the virgin binder (without the WMA additive) and the mixed WMA 

binder (virgin + WMA additive) if applicable. 


It is recommended that the asphalt binder be sampled from the liquid asphalt binder tanks at 
the HMA plant prior to the start of each mixture’s production. For each binder, a minimum 
of twenty (20) one-gallon specimens shall be sampled into uncoated metal containers for 
testing and future work (if necessary). After sampling, the asphalt binder shall be stored in a 
temperature controlled environment, with air temperatures not exceeding 25°C (77°F). 
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The supplier, source and any additional pertinent information (modifier type, amount, etc.) 
for each asphalt binder shall be reported. 


Testing: 


The tests to be completed for each binder are summarized in Table 29 as follows: 


Table 29: Binder Tests for Virgin, Mixed (Virgin + WMA Additive) and Extracted 
Mixture Binder 


Virgin Binder 
Test/Test Test Method/ Title Notes Remarks 
Parameter Reference 
Grading or Verifying the 
Performance Grade of an Testing to be 
Performance Grade AASHTO RD) & | 2 spoa Binaet Completed by 
AASHTO M320 | & DOT 
Performance-Graded 
Asphalt Binder 
Binder Modulus Testing to be 
(G*) & Binder ne Haas a N/A Completed by 
Master Curve dead DOT 
Softening Point of Testing to be 
Softening Point AASHTO T53 Bitumen (Ring-and-Ball Completed by 
Apparatus) DOT 
Kim, S., Wysong, Z., and 
Kovach, J.,“Low- 
Temperature Thermal 
: Asphalt Binder | Cracking of Asphalt Testing to be 
aes Cracking Device | Binder by Asphalt Binder Completed by 
(ABCD) Cracking Device.” DOT 
Transportation Research 
Record Issue No.1962 
(2006). 
Determination of Low- Testing to be 
Critical Cracking AASHTO Temperature Performance Caled 
Temperature R49-09 Grade (PG) of Asphalt P y 
. DOT 
Binders 
Performance-Graded Testing to be 
Multiple Stress AASHTO MP19- | Asphalt Binder Using 
: Completed by 
Creep Recovery 10 Multiple Stress Creep DOT 
Recovery (MSCR) Test 
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Ill, Warm Mix Additive 


The contractor shall sample and provide sufficient quantity of the Warm Mix Additive that 
will be utilized during production to complete the required binder and mixture testing. Also 
the contractor shall supply relevant Material Safety Data Sheet information, handling 
instructions, method for introducing the WMA additive into the mixture in the laboratory, 
and appropriate dosage rate. 


The exact quantity of the WMA additive required will be determined by the DOT as the 
amount required may vary by WMA type (waxes, liquids, etc.). 


IV. Mixture Testing 


Tests to be completed for each mixture are summarized in Table 30 as follows. Additionally, 
binders shall be extracted from the mixtures and tested using the tests listed in Table 29. 


Table 30: Mixture Tests 


Mixtures 
Test Reference Title Notes/Remarks 
Determining Dynamic Modulus of 
AASHTO Hot Mix Asphalt Concrete 
TP62 Specimens Testing to be 
Dynamic Modulus Completed by 
AASHTO Determining the Dynamic Modulus DOT 
TP79 and Flow Number for Hot-Mix 
Asphalt (HMA) Using the Asphalt 
Mixture Performance Tester (AMPT) 
Low Temperature AASHTO Thermal Stress Restrained Specimen Pesune pe 
Cracking TP10 Test Compa yy. 
DOT 
Proposed Standard Method of Test 
No Formal | for Determining the Damage Testing to be 
Push-Pull Fatigue Method Characteristic Curve of Asphalt Completed by 
Test (S-VECD) Established | Concrete from Direct Tension Cyclic DOT 
Fatigue Tests 
Standard Method of Test for Testing to be 
Moisture AASHTO Resistance of Compacted Hot Mix Completed by 
Sensitivity T283 Asphalt (HMA) to Moisture-Induced DOT 
Damage 
ais AASHTO Standard Method of Test for Testing to be 
Sensitivity T324 Hamburg Wheel-Track Testing of Completed by 
Compacted Hot-Mix Asphalt (HMA) DOT 
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V. Mixture Production Information 


During production, the contractor shall be asked to collect and provide the following 
information: 
e Plant type and model 
Production rate (tons per hour) 
Description of method of introducing WMA additive(s) 
Type of WMA used 
Dosage of WMA used 
Production rate 
Aggregate discharge temperature 
Mixture discharge temperature 
Temperature of asphalt binder 
Storage time in silo 
Temperature of mix leaving plant 
Haul time to project 
Mix laydown temperature 
Material Transfer Vehicle (MTV) utilized 
Fuel consumption data for both HMA and WMA 
Haul distance/Haul time 
e Paver type and model 


VI. Loose Mix, Plant Compacted Specimens, and Field Cores 


Loose Mix 


Prior to the mix leaving the plant, it is requested that twenty (20) five-gallon metal buckets of 
loose mix be collected for each mixture produced. If possible, loose mix should be collected 
prior to any silo storage; if this is not possible, the storage temperature and time at that 
storage temperature should be noted with each sample. Collected loose mix shall be cooled to 
room temperature and then stored in a stable, environmentally controlled room with air 
temperatures less than 25°C (77°F). 


Loose mix shall be compacted as soon as possible (within one month) after production to 
limit potential aging of the loose mix. The compacted specimens shall be wrapped and 
sealed in plastic and stored in a stable, environmentally controlled room with air 
temperatures less than 25°C (77°F). The compacted specimens (from the sampled loose mix) 
shall be tested within one month after compaction (within two months from the time of initial 
production). The mixtures will be tested following the tests listed in Table 30. 


Reheating 


Reheating of loose mix for sample fabrication shall be conducted at the placement 
temperatures. 


Ze 


Plant Compacted Specimens 


The contractor will be requested to compact a minimum of ten (10) gyratory specimens to a 
height of 170 mm tall at a compacted air void level of 7.5% to 8.5%. If the contractor’s 
gyratory compactor does not have the capability to compact 170 mm specimens consistently, 
120 mm specimens should be compacted to an air void level of 6.5% to 7.5%. Compacted 
specimens should be stored in a stable, environmentally controlled room with air 
temperatures less than 25°C (77°F). Specimens shall be wrapped and sealed in plastic wrap 
until testing. Specimens shall be cut to the appropriate test dimensions within one week of 
testing. Testing of compacted specimens shall be conducted within two months of 
production. 
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